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Pavers in The 
best industry circles... 


NEW fron Age 


Anbissado a 


with BEARFOOT NITROCREPE NEOPRENE SOLE 
and Safe Grid Tread 


Your people, from executives on down, will proudly wear this 
new Iron Age “Ambassador.” Smart styling plus utility 
make it equally at home in office or plant. 


The “‘Ambassador’’ has three outstanding safety guards. 
































(1) A grid tread Bearfoot Nitrocrepe Neoprene sole to prevent 
slipping. 


(2) A steel! toe, encased in leather to prevent foot injuries. 


(3) No-lace construction; nothing to catch, break or come 
untied. 


The glistening golden brown upper leather 
is No. 1 grade “Catalina”—a special 
tannage by Pfister and Vogel of Mil- 
waukee. A hidden gore assures both 
instep comfort and ankle hug- 
ging fit. 
Ask your Iron Age representa- 
tive to show this distinctive 
No. 615 new style; created and 
A813 C6-13 yo quality-crafted to help you 


B7-13 D6-13 — %. increase your coverage. 
E 6-13 


The Safety Shoe 
for Industrial 
America 


iron Age DIVISION 


H. CHILDS & CO., INC. ° PITTSBURGH 12, PA. 
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Model #522 


his Mia 


It’s the All-New TUC-CUP 


A visor-type goggle with spectacle-type frame. It’s 
light and comfortable . . . and provides complete 
all-around protection. Wedgelock design holds lens 
securely and allows quick, easy replacement by the 


wearer. 


For details, see your Authorized Eye Savers Supplier or write direct. 


Quality Eye Protective Equipment Made by the Leaders in Plastics 


WATCHEMOKET ¢ " a a 
Ga ee — Ltt] ‘ » 
‘ S — & Ye | 


“S$PLIT-JOINT” “TUC-AWAY™ “yAETHASPEC™ tow cost VINYL FRAME MOLDED MOLDED HEAVY DUTY i 


PLASTIC FRAMES SNAP-OUT LENS LYE SHIELD ONE PIECE SAVE RPS FORM-FIT CurvED SQUARE FACE swe) 














WATCHEMOKET OPTICAL CO., INC. 


232 WEST EXCHANGE ST., PROVIDENCE 3, R. 1. * In Canada: ‘Levitt-Sefety Limited, Toronto 10, Montreal 26, Winnipeg 
> 
+ 
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Keep your 
floor-maintenance 
men happy... 


However much a maintenance man may want to 
do a good job, and at the same time show savings 
in labor costs, he’s stymied if the machine is too 
small, or too large, or is otherwise unsuited to 
the job. Different floors and areas call for dif- 
ferent care and equipment. That’s why Finnell 
makes more than a score of floor-maintenance 
machines. From this complete line, it is possible 
to choose equipment that is correct in size as well 
as model . . . that provides the maximum brush 
coverage consistent with the area and arrange- 
ment of the floors. 


Finnell offers Conventional Polishing-Scrubbing Ma- 
chines in both concentrated and divided-weight types, 
each in a full range of sizes ... a Dry-Scrubber, with self- 
sharpening brushes, for cleaning grease-caked floors... 
Combination Scrubber-Vac Machines for small, vast, and 
intermediate operations, including self-powered as well as 
electric models... Mop Trucks...a Wet and Dry Vacuum 
Cleaner, in baked enamel or stainless steel, with 114 hp 
By-Pass Motor. In addition, Finnell offers a full line of 
fast-acting Cleansers for machine-scrubbing ... Sealers 
and Waxes of every requisite type ... Steel-Wool Pads 
and other accessories — everything for floor care! 





In keeping with the Finnell policy of rendering an indi- 
vidualized service, Finnell maintains a nation-wide staff 
of floor specialists and engineers. There’s a Finnell man 
near you to help solve your particular floor-maintenance 
problems . . . to train your operators in the proper use of 
Finnell Job-Fitted Equipment and Supplies ...and to 
make periodic check-ups. For consultation, demonstra- 
tion, or literature, phone or write nearest Finnell Branch 
or Finnell System, Inc., 3506 East Street, Elkhart, Indiana. 
Branch Offices in all principal cities of the United States 
and Canada. 





| : ¢ yerythin BRANCHES 
FINNELL SYSTEM, Int. IN ALL 


PRINCIPAL 


Originators of Power Serubbing and Polishing WMachines CITIES: 
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OCCUPATIONAL 


INDUSTRIAL PUBLISHING CORPORATION 


SUBSCRIPTION RATES: 


FEATURED THIS MONTH 


Three-Point Protection for Conveyor Tunnels. . 


A Wisconsin furniture company has solved a perplex- 
ing problem in fire prevention. 





27 


How to prepare your plant for handling cases that 
need artificial respiration. 












How to Run a Successful Safety Conference ... . 


A two-part article, complete in this issue, that contains 
both theory and practice. 







Check Lists for Plant Watchmen ............ 


Expert suggestions for making the most of, and saving 
the most with, plant watchmen, 


39 
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These Big “Brooms” Sweep Clean 


Four solutions to the problem of keeping outdoor plant 
areas free of scrap metal. 


Will Your Extinguishers Explode? 


Hydrostatic pressure testing is now required of many 
types of fire extinguishers. 


45 





10th Fire Equipment Guide 
A 48-page directory to equipment, manu- 
facturers, and trade names in the industrial 
fire protection field. 











Blueprint for Plant Fire-Fighting 96 


A toy manufacturer has mapped a plan for use by the 
city fire department and its own people. 


“ese eeveevneeee 


PUBLISHED MONTHLY AND COPYRIGHT BY 


812 HURON ROAD, CLEVELAND 15, OHIO 


1957 


Single Copy 50c, one year $5; Canada $6; United Kingdom £3.0.0, 
payable in sterling at our London office. Other foreign %' 


SELF-SERVICE 
Sling Chains 


GREENBERG — BUFFALO 


NOW YOU CAN ASSEMBLE your own Herc-Alloy 
sling chains. No more waiting for new or, rebuilt assemblies to reach 
you from the factory. With all components supplied by your 
Herc-Alloy Distributor, you can do the job yourself in minutes. Call 
your CM Chain Distributor today for details. 


DO-IT-YOURSELF. The Hammerlok Coupling Link frees you 
from the traditional time lag in the procurement of sling chains. With 
Hammerlok, anyone who can drive a nail can assemble 
or rebuild a sling chain in minutes. No peening! No 
welding! Hammerlok is rugged...reusable...safe. 
Endorsed by leading alloy chain users. 


COLUMBUS McKINNON CHAIN CORPORATION 
Tonawanda, New York 
DISTRICT OFFICES: NEW YORK e CHICAGO e CLEVELAND 
in Canada: McKinnon Columbus Chain Ltd., $t. Catharines, Ont. 
Hammencon® 
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YOUR WORKERS APPRECIATE THESE 


DURISCO 
MILDEW-PROOF 
TREATED LININGS 


H526...Brown shrunken 
leather upper; Neoprene 
Air Cushion Saf-Tred stitch- 
ed sole ond heel; storm 
welt; completely Dacron 
stitched. 


SWEAT-RESISTANT 
LEATHER INSOLES 


Those who wear HY-TEST know the advan- 
tages of these three important extras which 
no other safety shoes can claim. They appre- 
ciate the added protection of the Anchor 
Flange feature p/us the benefits of Bol Tan and 
Durisco to assure cleaner, healthier, more 
comfortable safety shoes. Don’t settle for 
less... buy HY-TEST and get the best. 


THE TOP BRAND IN S 


od 


ANCHOR FLANGE 
AUSTEMPERED 
STEEL BOX TOE 


HY-TEST SAFETY SHOES 
Division—International Shoe Company 
1509 Washington Ave. 927 N. 3rd St. 
St. Louis 3, Mo. Philadelphia 23, Pa. 
Teletype $L300 Teletype PH476 


‘TE 
iS 


INTERNATIONAL 
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McDONALD PRODUCTS 


ned. 


Py lec mind! | 
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famous 


M°DONALD 


SAFE: [-HAT 








the original 
aluminum hat | 


S 














and the new 


Z M°DONALD 
SAFE-T-GAP 
é™ 


Tough, but light 
in weight —11% 
oz. for the T-Har, 
9 oz. for the 
J) T-Cap. Radiating 
/ ribs deflect rather 
than absorb blows. 
vy) Send coupon for 
bulletin and prices. 


anufa rers & Distributors o 





? 











AA 
Lin 





ees at 


5721 W. 96th St., Los Angeles 45, Calif. 
3745 Greenbrier Dr., Houston 6 














| a " 
| Please send information and prices on | 
| Sare-T-Hat anv Sare-T-Cap. | 
NAME Ss Fi a : 
| FIRM TT See Sage ae ora | 
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BUYERS’ GUIDE 





Use this list of advertised 
products to locate easily the 


information you need. 








A 
Absorbents, floor ......... 24, 28, 33 
Air Glee. Ss Behe a aes 20 
Ale pupae ox 655s ste ae eee 
Alarm devices ..... 52, 60, 71, 80, 92 
Athletes’ foot preventive........... 22 
Awards & trophies ............... 62 
B 
Belts... ies sxc ore 106, 118 
Books... civics... <u. See 116 
Breathing 
equipment . .38, 42, 63, 68, 74, 89, 93 
Dullotin ONE kere oa ees ticks 88 
Butt wane 5c eve soe 62 
Cc 
Carbon dioxide systems ........56, 71 
CBee re res ac coo anodes 4 
Cigarette dunking stations ........ 58 


Clothing, protective .....50, 67, 78, 92 


D 
SE NS i Sc ct cca. 72 
Doom BOMtGs:. 258: . cciitanct. cae. 38 
PMR in cS codec e4 48 
Dust control equipment .......... 106 
E 
Educational devices ........... ..120 
Emergency lighting equipment. .60, 81 
Exhaust purifiers ........... ...120 
Eye wash fountains ........ 18, 24 


Eyewear ....Cover III, 1, 8, 36, 49, 117 
F 

RR ig es Be a 13 

Fans ie peak Uheee Lede kas 119 

Fite MiG Ss 84 


Fire detection equipment... .52, 71, 92 
Fire extinguishing equipment 
55, 56, 57, 59, 71, 72, 77, 82, 95, 98 
Fire hose ... 
Fire trucks . 70, 74 
First aid supplies 12, 57, 63, 73, 106, 112 
Floor mats ... ae 63, 117 
Floor maintenance equipment 2, 19, 47 
Floor maintenance 
materials ....... 
Floor non-slip materials.......103, 110 
Foam systems .... BPM o sheins 29 77 
Footwear Cover II, 5, 15, 21, 26, 44, 101 


..11, 22, 110 


G 


Gas detectors ........... 80 
Gloves, protec- 

tive .......16, 37, 102, 116, 119, 120 
Guards ......20, 46, 94, 103, 110, 118 


H 
Hand tools 20, 103 
Hard hats 6, 10, 113 
meee... Gee 102, 106 
Helmets . . 36, 63 
Hose reels Pe Bee ee a 66, 84 
Hydraulic fluids .............. 61, 69 
L 
Ladders ised Sees 65 
Ladder safety devices............ 118 
Lene Gpeebets 3 SS. a 14, 17 
Oe Pe Ae ISLS Oe 118 


Lighting equipment, 
guards . 60, 81, 94, 110, 118 


Locker room equipment ........ ..16 
M 

Material handling equipment. .8, 18, 24 
N 

Noise suppressors ........... 105 
P 

Prem mecders. 2.5. es... 104 

Pumps 58, 109 
R 

Radioactivity testers 104 

Respirators 38, 42, 63 

Resuscitators . 63, 68, 74, 89, 93 
S 

Safety cans ... .. 06. 88 

Salt tablets Raper re: 

Sanitation materials trp ..19 

Showers, emergency ......... 24 

Signs .79, 85, 88, 108 

ee NS oe. cas bce 23, 46, 48 

Slings WHE eee ey 4, 25 

Solvents ae ai hind So a 

Sound meters ope aerate 

Stretchers . 83, 90 

Sweatbands 12, 104, 108 
T 

Training aids a 
Vv 

Vacuum cleaners etsy 47 

Valves & fittings ........... A 7 
Ww 

Wash stations, waterless .. 23 

Watchmen’s clocks 54, 75 

Welding curtains, tarps 66 

Welding helmets 36 

Wire rope . 25 
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HUGHES PRINTING CO. 
EAST STROUDSBURG, PA. 


meer: AAS 2 








Schrader... 


your one source for AIR CYLINDERS 





push, pull, single or double-acting, with or without cushion 
... for every type and mounting 








VALVES 


Small 
Clamping Cylinders 





Flush Mounting 
Base Mounting 


AIR ACCESSORIES 


o division of SCOVILL 


> 

Pe | 
33 
i 


* 


Available for immediate delivery from your Schrader Distributor 
A. SCHRADER’S SON * Division of Scovill Mfg. Co., Inc. © BROOKLYN 38, N. Y. 











QUALITY AIR CONTROL PRODUCTS 
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YOUR BEST MOVE...MOVE 


with MERRILL 


MATERIAL 
HANDLING 


British vs. American DEVICES 
Approach to Compensation pit 4 ae 
EDITOR: 

I write as one of your British 
readers who finds the pages of 
OccuPATIONAL Hazarps of ab- 
sorbing interest. 

The difference from the British [ Pe Shenagt 
outlook and approach is very ain : LIFTING 
marked and in some ways, if I \* i bes CLAMP 
may say so, very refreshing. For \y . ee 
example, one reads of safety codes 
coordinated with compensation 
law which may be set aside by a 
court of law as being ambiguous 
and not generally observed any- 
way. Without doubt in your great 
democratic country you very laud- 
ably believe in encouraging people 
to “Have a go! You never know!” 

May I suggest with all respect 
that an article which would merit 
great interest when written au- 
thoritatively would be: When 
should the law be observed? 

F. J. BEasLey 














Safety Supervisor 
Morris Motors Ltd. 
Birmingham, England 

Mr. Beasley refers to a “Right 
offsthe Docket” item in our Janu- g 
ary 1957 issue (pages 86-88). It ON e7 
was decided in 77 N.W.2d 693 os DRUM | LIFTER. 


that violation of an Industrial 


Commission safety order that was 
held by the court to be “ambigu- 
ous and unreasonable,” when the 
employer did provide “a reason- re 
able safety mechanism,” was in- 
sufficient to sustain a penalty ver- 


dict, even though the basic claim DRUM TILTER 


was valid. 
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ding fea- 


tures and unusual comfort have earned them 
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top preference in industry. 


Compulsory Eye 
Safety Program Started 
EDITOR: 

The March issue of OccupPa- 
TIONAL HAZARDS carried a letter 


to the editor requesting a copy of 
the article, “Invest $1.00—Save 


$1,924.13," which appeared in For Interesting Informatian write 
July 1954. 


We are interested in reviewing MERRILL BROTHERS 
this article in connection with a 


compulsory safety program we are 56-45 Caspian St., Maspeth, N. Y. 
Continued on page 11 | mmm: 
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DOCKSON’S complete line of goggles offers 


the finest, 
at minimum cost. Their many ovutstan 





De LE 


alog and name of your 


Write for complete cat- 
nearest distributor. 
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Good news for everyone who works where there's danger of Heat Fatigue! 


Ow you can take Salt Tablets 
without feeling il 


You and your employees will like Morton Yellow Im- 
pregnated Salt Tablets. These are non-sickening salt 
tablets made by a special patented process that uni- 
formly coats the individual salt crystals to control the 
dissolving rate of the tablet. This controlled dissolving 
rate means that essential body salt lost through per- 
spiration begins to be replaced immediately, but at a 
gradual, non-nauseating rate. 

When there’s danger of Heat Fatigue, workers feel 
better, work better and more safely, when they take 
Morton Yellow Impregnated Salt Tablets. Remember, 
they do not cause stomach upset. 


hoe 


Complies with Federal Specifications SS-S 31f for Type 
111, Class C Impregnated Salt Tablets. U. S. Patent No. 
# 2,665,236 Patented 1954 (Canada) No. 501,316. 


Morton Yellow impregnated Salt Tablets come in a 
handy Disposable Dispenser. A plastic dispenser and a 
new golden heavy duty dispenser are also available, as 
are plain salt tablets. 
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Mail coupon today for more information! 


Name_ 





Title__ 


Company 


Address_ 


¢ | seees 





MORTON SALT 
COMPANY 


Dept. OH-6,120 So. LaSatie Street, 
Chicago 3, Illinois 
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9SS HIS SKULL... 


3 
ae. 


When an accidentally dropped, heavy 
wrench comes smashing down, the best 
odds of escaping injury are with the 
man in a Bullard “HARD BOILED” 
Hat or Cap. Across the most delicate 
portions of his head and skull, Bullard 
Engineers have rigged three tough gir- 
ders. These three high ribs, exclusive 
with Bullard, give hard hats and caps 
an extra margin of protection without 
adding weight. Only from Bullard do 
you get the girder-like protection of 
three ribbed construction and 33% 
greater impact protection* than is of- 
fered by the ten leading types of safety 
hats. Available in fiber glass and alumi- 
num in a wide choice of colors. 


SMOOTH CROWN OR HATS 
WITH LOW RIDGES 


An overhead blow can cause 
the unreinforced crown to 
depress. This allows the impact 
of the blow to touch the top of 
your skull causing concussion, 
a fracture or even death. 


HIGH RIBBED 
BULLARD HATS 


Here the girder-like strength 

of the three ribs cuts down the 
chances of crown depression, 

but if there is any depression, tJ 
the added depth provided Mes 
by the rib still protects your 

skull from making contact 

with the full impact. 





*From Report B1-R6, helmet 
comparative impact perform- 
ance data for 1%” crown 
clearance (8 lb. drop ball test). 


E. D. BULLARD COMPANY Sausalito, California 


(‘BULLARD ) 


— 
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LETTERS 


Continued from page 8 





inaugurating here at the Viking 
Pump Company. Would it be pos- 
sible for us to secure a copy? 
Don R. WALTON 

Assistant Personnel Manager 
Viking Pump Co. 
Cedar Falls, lowa 

Tear sheets of this and other 
articles bearing on eye protection 
in industry were sent Mr. Walton. 


What About 
Washroom Soap? 


EDITOR: 

Would you be so kind as to 
supply me with two reprints of 
the following article which ap- 
peared in OccupaATIONAL Haz- 
ARDS: 

“What's in Your Washroom 
Soap?”—-May 1955. 

Joun R. Winston, M.D. 
Medical Director 
Atchison, Topeka & Santa Fe 

Railway System 
Chicago, Ill. 

Only one tear sheet could be 
furnished. All others already had 
been mailed in answer to requests. 


“Pattern for Progress" 
Interests Many 


Epiror: 

Would it be possible to obtain 
a copy of the safety manual men- 
tioned in your article, “Pattern 
for Progress,” in the February 
issue of your magazine? 

I feel sure it would be of great 
value to me in my work. 

A. H. MACKENZIE 

Safety Section Head 
Beatty Bros. Limited 
Fergus, Ont., Canada 


EDITOR: 

Your February 1957 issue car- 
ried an article entitled, “Pattern 
for Progress.” As pointed out in 
the article, the program is aimed 
at getting the smaller plants to 
utilize accident prevention pro- 
grams. 

Continued on page 12 


OCCUPATIONAL HAZARDS @ JUNE 





THE Right PRODUCT 


FOR THE 
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That’s how LEGGE Safety Floor Maintenance saves you money! 


The cleaner or polish that performs 
wonders on the floors of a neighboring 
building may be all wrong for yours. 

LEGGE suits the product to the job. 
And provides the Free services of a 
Safety Floor Specialist to see that the 
job is done right. The Lecce Man 
surveys your floors for area, age, com- 
position, condition, amount and type 
of traffic before making his recom- 
mendations. He examines the equip- 
ment available. Then he works right 
with your crews. 


He'll save you money—up to 33/44 % 
on labor and materials. Your floors 
will look smarter, last longer. And he'll 
reduce slip accidents by up to 98%. 


Training film 
Ask to see our new movie, “Modern 
Floor Maintenance.” Many adminis- 
trative executives call it “the finest 
training film ever.” 16 mm., sound 
and color. Fill out the coupon and 
we'll show it at your convenience. 


How to maintain conductive floors 


Even the finest of conductive floors may lose its effectiveness if 
maintained improperly. Leading hospitals, government installations 
and factories use LEGGE Polishes, Cleaners and Seals to avoid 
loss of contact, loss of ohm resistance. Conform with NFPA Code 
#56 and other local codes having jurisdiction. Clip coupon for 


Free booklet. 


WALTER G. LEGGE COMPANY, INC. 
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of Safety Floer 
Maintenance 











Spork 


NAME 
ADDRESS 
CITY 
FIRM 





WALTER G. LEGGE COMPANY, INC. 
Dept. O-6 101 Park Ave., New York 17, N. Y. 


(C) Contact me to arrange a showing of your Mointenonce Movie 
No obligation to me 


() Send me your Free booklet on conductivity, ‘One Little 


Branch offices in principal cities. 
In Toronto, ]. W. Turner Co. 
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FOILLE antiseptic-analgesic is 


a dependable, convenient, sur- 
gical-type dressing which has 
won wide use and acceptance 
by Doctors, Hospitals and 
industrial Plant Clinics over a 
period of twenty years. 


FOR 
SUNBURN * BURNS * CUTS » ABRASIONS 
LOCAL SKIN IRRITATIONS + INSECT BITES 


CARBISULPHOIL COMPANY 
2935 Swiss Ave. Dallas, Texas 


*You're invited to request literature 
and samples. 
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Please let me know whom to 
contact to receive further informa- 
tion on this program. 

J. P. Baver 
Loss Prevention Manager 
Hardware Mutuals 
Stevens Point, Wis. 


EDITOR: 


On page 34 of the February 
issue of OCCUPATIONAL Hazarps 
appears an article on the “Ten 
Commandments of Safety.” 

Would you please give us per- 
mission to reproduce the above- 
mentioned article? We would like 
to place it on our pay envelopes. 

A. R. KELLIHER 
Safety Director 
Manufacturers Light & Heat Co. 
Pittsburgh, Pa. 


EDITOR: 


Your February OccuPATIONAL 
HAZARDS magazine carried two 


very good articles. One is entitled, 
“Pattern for Progress,” and the 
other, “Is Too Much Organization 
Hurting You?” 

We in Iowa are just getting 
properly started on a_ state-wide 
industrial safety program spon- 
sored by industry and the lowa 
Manufacturers Association, after 
four years of very hard work. 

If at all possible, I would ap- 
preciate the names of persons to 
contact for additional material 
covering the two above-mentioned 
topics, 

J. E. CrousHorE 
Safety Director 
Armstrong Rubber Mfg. Co. 
Des Moines, Iowa 


All the information we could 
supply these and the many others 
who wrote about “Pattern for 
Progress” was sent. But we can- 
not release the name of the com- 
pany involved in “Is Too Much 
Organization Hurting You?” “Ten 
Commandments of Safety”—re- 
produced as part of “Pattern for 
Progress’—came from the Ohio 
Industrial Commission, 





YOUR FREE KOOLPAD makes 


summer chores more bearable 


So many men in industry have told us a Koolpad is 
a life-saver around the house, that we are again 


making this free offer. 


Your Koolpad is a lightweight, cellulose sponge 
sweatband. Dampened in water, it soaks up perspira- 
tion and stops those trickles of sweat that streak 
your glasses or blur your vision. At the same time 
it provides a refreshingly cool effect. And there’s never 
a laundry bill with your Koolpad . . . just rinse it 
out in seconds, and use it again. 


You’ve probably heard about Koolpads before. They 
are primarily for industrial plant workers. High 
absorbency and refreshing cooling prevents frequent 
hot weather stops for “brow mopping.” Koolpads 
pay for themselves in labor savings. But so many 
people have asked for personal Koolpads we’ve decided 


to make this offer again. 


Write today for your personal free Koolpad. 















STANDARD SAFETY EQUIPMENT COMPANY | 
232 WEST ONTARIO STREET * CHICAGO 10, ILLINOIS 


597 BROADWAY 12921 W. WASHINGTON BLVD. 855 EAST 152nd STREET 
NEWARK 4, N. J. LOS ANGELES 66, CALIF CLEVELAND 10, OHIO 
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Musketeer 
+ HEM 
METAL-BOUND PLASTIC VISORS 


The full line of visors as made for the long popular type 
J-1 Eye and Face Shield are now available with the 
Musketeer Headgear. Much improved with a sturdy 
metal binding, they hold their desired shape. Made 
11%" wide, in depths of 4, 6, and 8 inches (shown) in 
clear Plastacele .020”", .030”" and .040” thick, and in 
light, medium, and dark green Plastacele in .020” 
thickness only. 






Musketeer Uy 
+ WEL e 
FIBER VISOR with - 

WELDING LENS 


For use in scarfing and furnace work, heavy gas 

welding and cutting, this vulcanized fiber shield, 6%" deep, holds 
filter lens of desired shade and cover glass in insulative lens 
holder of high-impact resistant thermosetting plastic. 


7: 





LITY », 
q y 


) NOM Ome ineporalt’ 
| : 
| Musketeer 


A Durable, Comfortable and Convenient 
Headgear Assembly with a Choice 
of Four Eye and Face Shields 








Sucessfully used before on JACKSON’S arc welding 
helmets, the Adjust-O-Lok headgear, with its exclu- 
sive friction pivots, combines with a new, wide 
Spark Deflector to carry a choice of interchangeable 








usketeer ~~ 77///" 


1; eyeshield visors snapped to its front. KING-SIZE ALL-PLASTIC VISORS 

_ Headband and cross strap, both adjustable to pera itamr ed ofp agent san tna 
| ee eed ee 
i P by a large, Phe bn handle serene knob. and gear, Face Shield visors, used with the Jackson Safety Hat.) 
‘ also of Nylon, while wearing the shield; enclosed 


mechanism is smooth against the head. A cork- 
padded sweatband is optional at extra cost. 


: 

a The Nylon friction pivots are also adjustable 
. while the shield is worn, locking it in any position 
or allowing free up and down movement. 


Jackson Products 
Fain REDUCTION SALES CO. A DVSION OF AR REDUCTION CD. IN. 






iidiieer 
+ HEM 


' a WARREN + MICHIGAN 
Lt aR com WIRE SCREEN VISOR 
i ep (ae atts 1g & 1% (Ray For use in furnace work and 
| 3} Ar \ CUNT Les SSF drop forging, this galva- 
TY hee oe , — nized steel, 24-mesh visor, 
\ } od. ae pa 15%" wide by 9” deep, 
Ni ‘ ——_ A aa { ) i Da catches molten metal, dis- 


perses heat. 





ARC WELDING ACCESSORIES AND SAFETY EQUIPMENT 
Circle No. 15 on reader service card for more information 
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N 7 W S OF PEOPLE AND SUPPLIERS 


W. J. Spencer, who has been associ- 
ated with Pyrene—C-O-Two Div., Newark, 
N. J., for the past 10 years, was re- 
cently named assistant sales manager. 
The company manufactures a complete 
line of fire protection equipment. 


The 1956 safety performance records 
of Chemical Construction Corp., New 
York City; C. F. Braun & Co., Alhambra, 
Calif.; Sanderson & Porter, New York, 


N. Y.; and Koppers Co., Inc., Pitts- 
burgh, Pa., indicated a severity and 
frequency rate well below average, ac- 
cording to the National Constructors 
Assoc. C.D. Haxby, association presi- 
dent, conferred safety awards upon the 
four firms. 


American Brake Shoe Company's plant 
at Portsmouth, Va., paced 58 of the con- 
cern’s industrial outlets by recording 





Glass 


or 


Plastic 


WILKINS 


Circle No. 16 on reader service card for more information 
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103,259 man-hours without a_ report- 
able injury, and thus qualified for the 
company’s safety award. Kempton 
Dunn, company president, presented the 
award. 


Felix G. Grabau has recently been 
appointed regional sales manager of the 
north central region by the Medical and 
Hospital Department of Globe Indus- 
tries, Inc., Dayton, Ohio. Grabau will 
be based at Milwaukee. His experi- 
ence includes association with du Pont 
as a safety engineer and 12 years with 
Mine Safety Appliances in a sales engi- 
neering capacity. 


William T, Cameron, long prominent 
in the safety field as safety director, au- 
thor, and lecturer, has been named to 
head up the newly-formed Occupational 
Vision Council, Thompson, Conn. The 
organization’s clientele will be com- 
prised of industrial concerns, profes- 
sional organizations, optical companies, 
and safety equipment manufacturers, 
who are planning either to initiate or to 
expand programs aimed at protection 
and correction of vision. Counselling 
services offered include data on vision 
screening techniques, procurement of 
industrial and professional cooperation, 
and distribution and use of corrective- 
protective glasses and goggles. 


W. T. Cameron J. J. Moore 


Pioneer Rubber Company's Industrial 
Products Division, Willard, Ohio, has 
announced the appointment of James J. 
Moore, Jr., as its north central area 
sales representative. Moore had pre- 
viously been active in sales supervisory 
and marketing and research capacities 
for Bostitch, Inc., and for Industrial 
Survey Co. 


William George Beggs, Jr., who pos- 
sesses a background of 20 years in the 
sales field, has been named western di- 
vision manager by the Buffalo Fire Ap- 
pliance Corp., Dayton, Ohio. He has 
been with the company since 1947, 
formerly as district manager of the 
southwest territory and more recently 
as manager of the firm’s east central 
district. In his new assignment, Beggs 
maintains sales and service offices in 
San Francisco, Calif. 

Continued on next page 
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Car-Mad Equipment Co. has been 
named Chicago Eye Shield Company's 
Florida distributor. Carl L. Ploch, long 
identified with the safety line, heads 
the newly-formed distributorship. In 
addition to the Cesco line, Car-Mad Co. 
will handle a supplementary line of 
safety equipment. 


-Ten years without a lost-time acci- 
dent is the proud record of Quaker 
Oats Company's Tecumseh, Mich., plant. 
In recognition of the achievement, Lib- 
erty Mutual Insurance Co. presented an 
engraved plaque to the firm’s Tecum- 
seh branch. 


W. A. Carroll of Burgess-Manning Co. 
has been promoted from New York dis- 
trict manager to general sales manager 
of the firm’s industrial silencer division. 
Dallas, Texas, is Carroll’s base of oper- 
ations. R. T, Oliver, Jr., has been 
named to succeed Carroll as New York 
district manager. 


Mine Safety Appliances Co., Pitts. 
burgh, Pa., has recently been appointed 
distributor of “Scotchlite” brand signs, 
designed for use in plant or mining op- 
erations to provide visibility in the dark. 





SUGAR BEET PRODUCTS CO. has an- 
nounced the completion of a new 


plant at Rexdale, Ontario, which 
houses its subsidiary, Chemical By- 
Products Co., Ltd. The contemporary 
steel-and-brick structure, situated 
on a 6-acre site, affords interior 
area of 33,000 square feet. 


Pacific Telephone & Telegraph Co, and 
Linde Air Products Co. were “Sweep- 
stakes” winners in the 8th Annual Busi- 
ness & Industry Safety Contest spon- 
sored by the Greater Los Angeles Safety 
Council. More than 400 Southern Cal- 
ifornia companies participated in the 
contest. PT&T topped the large com- 
pany entries with an accident rate of 
0.78 compiled by 40,000 employees and 
based on more than 70,000,000 man- 
hours. Linde Air Products paced the 
area’s small companies; its 90 employ- 
ees have worked six years without a 
lost-time injury. 


Esso Standard Oil Company's Everett, 
Mass., refinery continues to shoot at its 
safety record of 1,008 days without a 
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lost-time accident, established during 
World War II. Recently, the Everett 
installation saw its current consecutive 
day mark terminate at 870, reflecting 
nearly 2,500,000 man-hours without a 
lost-time accident. The firm’s Baton 
Rouge refinery chalked up a record 
year in 1956, compiling a severity rate 
of 85.45. 


Over a period of June 2, 1955, to 
January 23, 1957, Garrett Corporation's 
AiResearch Industrial Division operated 
without a disabling accident. Pacific 
Employers Insurance Co, awarded the 
company an “Outstanding Safety 
Achievement” citation. 


The appointment of Robert J. Brewer 
as sales promotion manager and of 
James H. Flannery as regional sales 
representative has been announced by 
Scott Aviation Corp. Brewer’s offices are 


R. J. Brewer J. H, Flannery 


maintained at the firm’s headquarters, 
Lancaster, N. Y. Flannery will cover 
the Western states from Scott’s outlet 
in Studio City, Calif. 


Don F. Feerer has been promoted 
from general manager of Federal Sign 
& Signal Corporation's advertising divi- 
sion to vice president. From general 
offices in Chicago, Feerer will direct 
14 company installations which extend 
from New York to Houston. Feerer 
brings 23 years of experience to his ex- 
ecutive post. 


Witt Cornice Co., Cincinnati, Ohio, 
has appointed Leuck Sales Service, Pan- 
ama City, Fla., its representative in the 
far Southeast. Witt is the largest exclu- 
sive manufacturer of heavy-duty waste 
receptacles. 


Seven transport drivers employed by 
Robinson Clay Products Co., Akron, 
Ohio, have received safe driving bonus 
awards. Those honored were: W. S. 
Maple, R. H. Young, John D. Mc Math, 
John S. Wallace, T. S. Simmons, W. V. 
Lindon, and Walter E. Bridgeman. 


Continued on next page 





in NEW 


all-weather 
sanitary, tamper-proof 


: “‘throw-away’’ dispensers 


of high impact styrene plastic 


"Pepe, 
IMPREGNATED 
SALT TABLETS 


WILL NOT CAUSE SALT SKKNESS 


FOR HEAT RELIEF 


Take one or two e.. with 


drink of water. Use four te six 
times doity as needed. Swellow WHOLE 











——— 
EXPENDABLE OGPENSER WOH 12e 
COntases APPROT 1000 1 GRAM TABLETS 
MEETS FECERA SPEC UW ANIONS 
ty KANSAS CY AO. 


Put Up 


—{— = _9 


\ jf 


Se 
| 


Pep-Up. 


The Ouqual and Hughes Cually 





®@ help employees 
feel good and 

@ hold down retain thelr vigor 

hot weather 

accident rates 


impregnated to Prevent “Salt Sickness”. 
Each salt crystal individually coated to 
give slow, controlled dissolving, to pro- 
long benefits and eliminate nausea. 


Made and packaged by USSSCO under 
U. S. Patent No. 2,478,182 





A SIZE AND PACKAGE FOR EVERY NEED 
Select from list below 


New all-plastic dispensers at no 


increase in price 
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Twelve 3-day courses in advanced 
fire fighting, sponsored by Ansul Chem- 
ical Co., will get under way at the 
company’s 10-acre proving ground in 
Marinette, Wis., on May 20. The final 
session is scheduled for September 30. 
Applications of plant safety personnel, 
fire marshals, fire fighters, and other 
interested personnel are being accepted 
on a first-come-first-serve basis. Classes 
have been limited to 25. The course 
features actual operation by students of 
fire-fighting equipment. 


The creator of Onox, Incorporated's 
famous “Hawk Talks,” H. A. Jenssen, 
died March 31, 1957. Jenssen, who 
emigrated from Norway as a young 
man, had been on retirement status for 
a number of years. 


The University of Wisconsin sponsored 
an industrial noise control program held 
on campus May 1 and 2 and featuring 
lectures from experts in the noise con- 
trol field. The two-day session deait 
with background on the topic, and with 
presentation of current problems and 








their solution within the framework of 
materials and methods available. Speak- 
ers included Stannard 'M. Potter, Indus- 
trial Acoustics Co.; Richard A. Lemmer- 
man, Koppers Co., Inc.; and H. U. Baker, 
Celotex Corp. 


William J. Smith 
has been named 
general manager of 
the Thom McAn 
Safety Shoe Div., 
Melville Corp, A 25- 
year veteran of the 
firm, Smith for- 
merly appeared as 
division director of 
sales. In his new 
assignment, Smith will direct the ac- 
tivities of 18 district representatives and 
will supervise the sale of safety shoes 
in 760 Thom AcAn retail outlets. 


W. J. Smith 


In a recent election of the board, C. 
M. Donahue and E. W. Merry were ap- 
pointed group vice presidents of Mine 
Safety Appliances Co., Pittsburgh, Pa. 
Donahue, a veteran of 30 years with the 
firm, has held a vice presidential post 
since 1953. He now heads the mining 
products and _ international group. 
Merry joined the MSA staff in 1936 





and has served as director of sales 
planning since 1946. Merry directs the 
activities of the company’s industrial 
products group. 





THE Fire Equipment Manufacturers’ 
Association recently elected these 
officers (left to right): Walter E. 
Morgan, Jr., president, sales man- 
ager of Walter Kidde & Co.; A. D. 
Symonds, first vice president; Har- 
old A. Strain, second vice president; 
Paul Nurkiewicz, treasurer. Symonds 
is treasurer of Allen Manufacturing 
Co.; Strain, sales manager, fire pro- 
tection equipment, American La 
France Co.; and Nurkiewicz, vice 
president, Stop-Fire, Inc, 


American Potash & Chemical Corp., 
Tyrona, Calif., has surpassed the 2,000,- 
000 man-hour mark without a lost-time 
accident. The achievement shattered 
all previous company safety records. 
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The PIONEER Rubber Co. 
238 Tiffin Road, Willard, Ohio, U.S.A. 


Please send me: 


described in enclosed letter. 


Firm 


Tissue-Thin 
Pylox™ Gloves 


by PIONEER 


Thinner than surgical gloves for 
jobs requiring extreme finger sensitivity. 
Wear all day in comfort. Resists 
normal acids, alkalis, oils, greases, 
some solvents. Smooth outside, 
textured inside . . . reversible for non- 
slip grip. Sizes small, medium, and 
large. Let PIONEER help you select 
proper gloves for your job from 
the complete PIONEER line. 


The name of my nearest PIONEER Glove Distributor. 
1956-57 PIONEER Industrial Glove. Catalog. 
Hand Protection Clinic glove recommendation for job 











Address seeseiatiiy 





Ea cae Zone 
Signed er 


. 
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Circle No..19 on reader service card for more information 








ONLY OVERHEAD STORAGE 





BRINGS YOU ALL OF THESE ADVANTAGES ... 


Overhead lockerbaskets, leaving the 
floor area unobstructed, cut size of 
locker room in half, give you 50% 
saving in locker room cost. 


100% exposure of clothing to moving 
air and light “breathes away of- 
fensive odors, keeps clothes fresher 
and drier than any other storage sys- 
tem. Ceiling heating units force warm 
air over clothes, roof exhaust venti- 
lators remove odors and stale air. 


Write for Free Design File, containing photos, details, and book 
“The Design and Layout of Industrial Changerooms." 


THE MOORE COMPANY 


DEPT. 10, 1036 QUARRIER ST., CHARLESTON, W. VA. 


Circle No. 18 on reader service card for more information 


JUNE 1957 © OCCUPATIONAL HAZARDS 





DLIsH YOUR Lenses EASIER 
"T PAYS TO sie BETTER! 


anne 


‘4 
Buy 


Ten Answers 'l'’o That Question 


Safety glasses make sense. But dirty glasses are a terrible hazard. One large industrial com- 
pany found 68% of employees frequently injured had poor vision. Obviously, safety eyewear 
must be cleaned with something. And that something should be MAGIC SILICONE LENS 


TISSUE because: 


It is the largest and strongest on the market. 

It cleans and polishes instantly without tear- 
ing. A marvel of the papermakers art. Yet it costs 
only $8.40 per carton of 6 big refills, and the dis- 
penser is only $2.50, or free when exchanged for 
any other cleaning stations. 


MAGIC is loaded with silicone sparkle-power. 

Yet it does not have the glossy surface which 
prevents absorbing oil and oil mists from lens. This 
means only one MAGIC tissue is used to clean and 
polish, Substantial saving. 


Another exclusive feature: It’s interfolded. 

Thus only one sheet at a time is removed from 
the dispenser. Average consumption is only six re- 
fills (one carton) per year. 


And in grimy areas like coal mines or flour 
® mills, where washing with a fluid is unavoid- 
able, or anti-fogging treatment required, install 
the HEAVY-DUTY Cleaning Station; or in plants 
using plastic eyewear. MAGIC Cleaning & Anti- 
Fogging Fluid is combined in one can, pressure 
packed. Touch the top and Presto! the can does the 
rest. Scientifically regulated. 


Each can cleans about 360 pairs of glasses, 
whereas old-fashioned 6 oz. bottles clean only 


MAGIC Pop-Up 
Pack in self dis- 
pensing box for 
your desk or any 
place in the office, 
plantor laboratory, 
$11.95 per carton 


of twelve Boxes. SERVING EVI 


MAJOR INDUSTRY I) 


about 100 pairs. Using MAGIC FLUID costs as 
little as 6 cents a month per employee. You would 
be amazed if you figured your old-fashioned costs. 


It’s durable: Companies now using our Fluid 
report it prevents fogging 6 to 8 hours. 


If competitive liquid is being used, such liquid 

generally sells for about $8.45 a gallon. One 
carton of MAGIC cans provides about the same 
number of cleanings as two gallons of any liquid. 
MAGIC FLUID costs $12.50 per carton. A saving 
of $4.40 over two gallons of ordinary liquid. 


Each packet of MAGIC HEAVY-DUTY 

WIPERS (not silicone-treated) contains more 
sheets per packet than competitive paper, yet costs 
less. 18 big 760 sheet refills per carton at only 
$11.60. Dispenser only $5.95. No scratching, no 
lint. Compare this cost — and buy! 


For those wishing to make their own fluid in 

bulk: Our adapter to the HEAVY-DUTY Dis- 
penser, with giant 16 oz. bottle and plunger com- 
plete, is available ($2.70). This large bottle 
requires as little as one refill a day. Again an 
important saving in maintenance. 

Any type of dispenesr may be exchanged free 

for MAGIC. 


¥ 
/Cleaning Stations 


THE SILICONE PAPER CO. OF AMERICA, INC. 
75 East 45th St., New York 17, N. Y. 


iMERICA 


Circle No. 20 on reader service card for more information 
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SMALL 


but look what it holds! 


The M&M Rail Clamp holds even the heaviest 
cars in immovable position. That's why basic in- 
dustries like mines, quarries, steel mills use the 
M&M Rail Clamp to hold cars in position on 
grades, sidings, etc. It positively will not slip to 
cause costly derailments and injuries to workers. 

Order an M&M Rail Clamp and see how 
dependable it is. You won't be disappointed. 


SAFETY FIRST SUPPLY CO. 
425 Magee Street, Pittsburgh 19, Pa. 





INVESTMENT 
AWS ev E-WASH 


FOUNTAINS 


FIRST AID equipment for eyes 
is one of the best investments 
you can make! It minimizes 
costly insurance claims and 
thereby lowers your workman's 
compensation insurance rates—by reducing lost-time eye injuries. 


Employees can cleanse injurious chemicals and particles from 
their eyes instantaneously —before the necessary medical aid 
can be reached. HAWS Eye-Wash Fountains and emergency 
drench showers are designed and manufactured in cooperation 
with leading Safety Engineers—they provide clear water at con- 
trolled pressure. 








Ata minimum investment, this valuable safety equipment practicall;; pays for 
itself in reduced insurance rates. Write for full details TODAY! 


DRINKING FAUCET Co. 
1437 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 


Circle No. 21 on reader service card for more information 





LITERATURE 


offered in ads 








EXPLOSION PROOF LIGHTING equip- 
ment is completely explored in a 12- 
page booklet offered by Stewart R. 
Browne Mfg. Co., Inc. All equipment 
is pictured, and prices are shown. 
Circle No. 59 on reader service card 


“THE KEY TO PROTECTION” is the title 
of a free catalog on punch press safety 
guards, made available by Junkin 
Safety Appliance Co. The booklet is 
free for the asking. 

Circle No. 43 on reader service card 


SAFE STORAGE, handling, and use of 
flammables—all are quite easily main- 
tained, as outlined in a recently pub- 
lished booklet from Protectoseal Co. A 
new selection chart illustrates and de- 
scribes 30 approved plant fire protective 
safety devices. 
Circle No. 94 on reader service card 


A NEW WATERLESS skin cleaner has 
been produced by G. H. Packwood Mfg. 
Co. The cleaner is fully described in 
recently issued literature from the 
manufacturer. 

Circle No. 45 on reader service card 


BRASS fire fighting equipment is the 
subject of Catalog A from Powhatan 
Brass & Iron Works. Nozzles, couplings, 
appliances, and connections are just a 
few of the items covered in the catalog. 
Circle No. 63 on reader service card 


NUCLEAR ENERGY goes to work for 
the fire protection official in the new 
alarm and fire protection system manu- 
factured by Pyrotronics. Complete 
product information or an _ in-plant 
demonstration are made available by 
the manufacturer. 
Circle No, 49 on reader service card 


PORTABLE SOUND METERS, manu- 
factured by H. H. Scott, are explained 
in detail in a free booklet titled, “Noise 
Simplified.” Use the reader service 
card to obtain your free copy. 

Circle No. 113 on reader service card 


YOU CAN. DO 10 different jobs with 
the American Floor-King—from scrub- 
bing and waxing floors to shampooing 
rugs and grinding concrete. Interested 
in more information? American Floor 
Machine Co. will gladly supply com- 
plete product information on Floor- 
Kings and Vac-Kings. 
Circle No. 44 on reader service card 


Continued on page 20 
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“Doc! It’s like fighting DERMATITIS 


with an armored glove.” 


















I t WEST protective gloves are 


42 
ckly applied 


’ 


rtabie to wear 












washed away 






kin exposed to oils, dust, grease 
me 


YTECTIVE CREAM +211. 







xposed to acids, alkalies and 


rganic chemicals: 






ECTIVE CREAM +311. 







exposed to organic solvents, 
and cutting oils 


PROTECTIVE CREAM #411. 














WwW PROTECTIVE CREAMS protect 
against hundreds of troublesome 


ndustrial irritants. They’re antiseptic 
Inhibit harmful bacteria with Hexa- 
chlorophene. And they protect for ex- 


tended per ds of time. 


How Convair stops Dermatitis before it starts 


A simple safety precaution is preventing dermatitis at the huge $71,000,000 aircraft 
plant of Convair at Fort Worth, Texas. SAFETY ENGINEER S. A. GROSS 
(above) tells employees how to protect their hands against outbreaks of 
dermatitis with West Protective Cream +311. They cooperate — with their own 
well-being in mind. The result has been a reduction in the incidence of dermatitis 
to almost nil. 


Would similar results interest you? Send the coupon, 






WEST DISINFECTING COMPANY, 42-16 West Street, Long Island City 1, N. Y. 
Branches in principal cities * In Canada: 5621-23 Casgrain Ave., Montreal 


| () Please send your 24 page booklet ‘The Control! of Dermatitis in Industry.” ' Tel 
| [] Please have a West representative telephone for an appointment 
ISINFECTING 
Ww Ss any | PERO. cecccccccc cc chee cs eedeedercecceseceeoccccsesesessesese oece eeecesess 


Mail this coupon with your letterhead to Dept. 3 
Circle No. 23 on reader service card for more information 
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Circle No. 24 on reader service card for more information 


...with this 


RUEMELIN 
TUBULAR TYPE 


FILTER 


A Ruemelin Tubular Type 
Cloth Filter is the modern 
way to handle industrial 
dusts created in foundry 
cleaning rooms, metal work- 
ing plants, cement mills and 
many other applications. The 
simplicity of Ruemelin Dust 
Filter design means low 
operating and maintenance 
costs. Definite power savings 
are assured by lower resist- 
ance to air flow. 



































Over one thousand in daily service. 


NEW DUST FILTER BULLETIN AVAILABLE 
Write for our new Bulletin No. 24-D just released. Learn for yourself the 
advantages you secure with a Ruemelin Bag Filter and at no extra cost. 


RUEMELIN merc. co. 


MANUFACTURERS AND ENGINEERS 
SAND BLAST AND DUST COLLECTING EQUIPMENT 


3888 NORTH PALMER STREET ° MILWAUKEE 12, WISCONSIN, U, S, A. 


LITERATURE 


Continued from page 18 





LOCALIZED FIRE HAZARDS around 
your plant or yard? If so, you'll find 
some mighty interesting information in 
Bulletin 1-56, published by Samuel 
Eastman Co., Inc. The booklet fully de- 
scribes Eastman’s fire fighting deluge 
guns. 
Circle No. 75 on reader service card 


AMBULANCE COTS of many varieties 
are pictured and explained in literature 
from Washington Products Co. Fasten- 
ers and other accessories are also re- 
viewed. 

Circle No. 93 on reader service card 


A NEW BROCHURE on the Seeler Uni- 
versal resuscitator has been published 
by the manufacturer, Globe Industries, 
Inc. Product advantages of selectivity, 
safety, simplicity of operation, and 
economy are explained in full. 

Circle No. 97 on reader service card 


HOT SUMMER MONTHS are here. Be 
sure your plant is well-stocked with 
salt tablets. Yellow impregnated tablets 
from Morton Salt Co. are completely 
reported on in recently published liter- 
ature from that firm. 

Circle No. 11 on reader service card 








Use a TAMCO \ 
SleefFF.. 


Bruised or broken fingers mean lost man hours 

and costly work stoppage, ELIMINATE THESE 

INJURIES by using a TAMCO safety SleeFF 

Hand Guard on all hard tool operations. 

Durable lightweight plastic. Available in octagon 

sizes: 42”, 56”, 44°, 7%” and 1”. \ See your local 
Assure positive protection from bammer blows ... TODAY! ‘\ supply house or 


write direct for 
ORDER mom THESE SUPPLIERS: ‘4 Leafl 
ON, MASS. coc PHILADELPHIA, PA. aflet SL-56. 
General ip. Cor, t H ite Co. industrial Products Co. 
a # COLUMBUS, 0. PITTSBURGH, PA. 
eh ng ~e Co. wed First Supply Co. Safety First A yated Co. 
CHARLE . VA. DETROIT, MICH. ST. Lous, 
ently Ft ‘supply to. Averill néau Co. tt s Equi "amen Co Dealer 
CHICAGO, HOUSTON, TEX. POKA WASH. ts 
Universal Safety Equip. Co. L. A. Manson Co, Spokane Safety Appliance Co. Inquiries 
INCINNAT!, 0. LOUISVILLE, KY. TOLEDO, 0. 
Bi Safety Equipment Co. Safety First Supply Co Welcomed 


—— 7 _Eaulp Co IN CANADA: 
NEW ORLEANS, Satety Supply Company 
L. A. Manson = Main Office: Toronto, Ontario 
Branches in all principal cities 


Circle No. 25 on reader service card for more information 





WE MAKE THE MOST 
COMPLETE LINE OF 
ALUMINUM SAFETY 
PLIERS AND TONGS 
AVAILABLE — 


CUSTOM STYLES TO YOUR 
REQUIREMENTS. 


Specializing for the past 10 years 
makes us qualified— 


Ask For Catalog #1056 


CALL YOUR SAFETY SUPPLIER 
FOR ASSISTANCE 


OSBORN 


Manufacturing Corp. 
P. O. Box 167 Warsaw, Indiana 








Circle No. 122 on reader service card 


JUNE 1957 @ OCCUPATIONAL HAZARDS 








$-4312. Moccasin-style 
in Palomino Tan leather. 
Neoprene Nitro-crepe sole 
and heel. Leather-lined 
steel toe box. Flexible 
leather insoles. B 8-12, 
C 7-11, D-E-EE 6-12. 


$-4311. Kicker-back moc- 
casin style in rich brown 
leather. Long-wearing 
leather sole and Neoprene 
heel. Leather-lined steel 
toe box. B 8-12, C 7-12, 
D-E 6-12. 


Which of these handsome Thom McAns 
is the safety shoe?. 


It’s hard to believe—but both are. 


That’s right, these are just about the hardest- 
working “‘leisure’’ shoes you’ ve ever seen. How come? 
Well, you get all the comfort and style of your 
favorite leisure shoe ... plus the protection of Thom 
McAn’s leather-lined steel toe boxes. 

Add to these exclusive features Thom McAn’s 
long-wearing leathers, traditional craftsmanship and 
famous moneysaving prices. 


You owe it to your men to look these shoes over 
yourself. See why Thom McAn is so good it’s the 


best-selling shoe in all America. 


NOW SOLD THREE WAYS: 1. Directly from Thom 
McAn warehouses for plant inventory, or on mail- 
order basis. 2. Through Thom McAn’s special In- 
Plant Fitting Plan. 3. At Thom McAn Shoe Stores. 
Send today for details on Thom McAn’s special 
moneysaving plans— plus a full description of the 
new Thom McAn Safety Shoe line. 
Write: Thom McAn Safety Division, 25 West 43rd 
Street, New York 36, N. Y. 
© 1957 Melville Shoe Corporation 


Thom M‘An 


SAFETY SHOES 


A Division of Melville Shoe Corporation 


Circle No. 26 on reader service card for more information 
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STOP 
ATHLETE'S 


SKIN-TOUGHENER 


Makes Disinfectants 
Obsolete 


Latest medical research supports 
ONOX Skin-Toughening method of 
preventing Athlete’s Foot. Used by 
over 70% of the largest manufac- 
turers in the U. S. 


yY BUILDS RESISTANCE 


Onox toughens shoe-softened skin. 
Restores skin’s natural resistance to 
fungus attack. 


y EASILY APPLIED 


Soft sponge pad forces Onox be- 
tween toes where most needed. No 
stumbling hazard (total height: 
1%”). 


/ SANITARY 


Bacteria can not live in Onox. 


TRIAL 
OFFER 








Order what you need. 
Pay nothing unless fully 
satisfied after 60 days. 


GNOX, INC. 


SECOND STREET 








\ CO 5; CALIFORNIA 
Werehinieels BROOKLYN - CLEVELAND 
NEW ORLEANS NEWARK, CALIF. 
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FUTURE SAFETY 


MEETINGS 











3rd Western Plant Maintenance & 
Engineering Show & Conference. Civic 
Auditorium, San Francisco, Calif., 
June 11-13. Complete program on in- 
dustrial maintenance, with emphasis 
on maintenance of automatic machines 
and facilities. Equipment exhibit. In- 
formation: Clapp & Poliak, Inc., 759 
Monadnock Bldg., San Francisco 5, 
Calif. 


Indiana Fire Department Instructors’ 
Conference. Indianapolis Drill School, 
Indianapolis, Ind. June 11-12. In- 
formation: Prof. Shelby Gallien, di- 
rector, Public Safety Institute, Division 
of Adult Education, Purdue University, 
LaFayette, Ind. 


Fox River Valley & Lakeshore Safety 
Conference. Neenah-Menasha, Wis., 
June 13. Information: Howard Ader- 
hold, Marathon Corp., Menasha, Wis. 


Special Summer Program on Noise Re- 
duction. Massachusetts Institute of 
Technology, Cambridge, Mass. Two 
sessions, one on fundamentals of noise 
reduction, Aug. 12-16; second session 
on new advances in noise control, Aug. 
19-23. Program is directed at man with 
a noise problem, rather than toward 
noise experts. Information: Director of 
Summer Session, Massachusetts Insti- 
tute of Technology, Cambridge 39, Mass. 


International Association of Fire Chiefs 
—Annual Meeting. New Orleans, La., 
September 8-12. Information: B. 
Richter Townsend, #1306, 232 Madison 
Ave., New York 16, N. Y. 


30th Annual Maine State Safety Con- 


ference. Marshall House, York Harbor, 


Maine, Sept. 12-13. Information: Ar- 
thur F. Minchin, secretary, Department 
of Labor & Industry, State House, 
Augusta, Maine. 


19th Annual Ohio State Safety Con- 
ference. Hotel Carter, Cleveland, Ohio, 
September 17-19. Information: H. G. J. 
Hayes, secretary-treasurer, Suite 514, 
2073 E. 9th St., Cleveland 15, Ohio. 


45th National Safety Conference & Ex- 
position. 
Ill, October 21-25. Information: R. L. 
Forney, secretary, National Safety Coun- 


cil, 425 N. Michigan Ave., Chicago 11, 


Ii. 


Conrad Hilton Hotel, Chicago, 


What’s the Best Way to 


REFINISH 
A FLOOR? 





CUT LABOR COST OF 
MAINTENANCE BY AS 
MUCH 7 SO? 


HAVE BEAUTIFUL 
BUT SAFE FLOORS? 


GET THE FACTS: 
Ask for the 
Man Behind 
The Drum... 


your Huntington 
Representative. Write 
for his name today. 
He’s at your service 
without cost. 


HUNTINGTON &® LABORATORIES 


INCORPORATED 





HUNTINGTON, INDIANA 
PHILADELPHIA 35, PA. * TORONTO 2, ONTARIO 
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HAND CLEANER 


REMOVES 
GREASE - GRIME 
all stubborn soil 


Original | 
ps CLEANING IN 5 THE TIME 
Hand Cleaner COSTS j 


»-- saves time 
USE WITH OR 
WITHOUT WATER AND ~-- saves waste 
y MORE protects skin 


The amazing double-action hand cleaner that pro- 
vides the best in fast action removal of grease, 
grime, paint, ink, asphalt, tar, adhesives, mastics— 
all stubborn embedded soil—and without harsh 
abrasion — guards against Dermatitis — scientifically 
formulated for soothing, safe protection of the skin. 


Y 


ake 
Ls 





Tried and proven by leading industries all over 
America as the most efficient, most effective, money 
and time saving hand cleaning method on the mar- 
ket today! Be sure you know about Go-Jo. 


: 


FULLY AUTOMATIC DISPENSER 


“One-Shot” gives just the right amount 
for efficient cleaning. Convenient throw- 
oway can easily replaced. Go-Jo also 
available in 14 oz., 24 oz. and Dispenser 


ize Cans. q | 
AL 


America’s largest manufacturer 
of Creme Type Hand Cleaners 


a 


a = 


A 


| 


iF 4 
~_ 

= 

2 


; a=. 


Mh inn E 








t 


WAND CLEANER 
GET DETAILS — 


Tested and Approved by ‘( Send for full information to— 

Safety and Medical 3% GOJER, INC., Box 991, Akron, Ohio 
Departments of leading 
American Industries— 
rated by many as the 
most efficient, heavy duty a 
cleaner on the market! fi <a i CT 


ee 
Circle No. 29 on reader service card for more information 
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- 
SPEEDI-DRI SPOTLIGHT 


the most 
productive 
workers 


stand on 





“double S-d”—improved Sol-Speedi-Dri, now 
green-flecked to tell you you’ve bought the best 
—is found in the smoothest-running plants 
everywhere, helping to cut housekeeping and 
production costs and keeping plant floors clean, 
dry and safe. 

Here’s why Sol-Speedi-Dri does more... 
does it better: cy geen 


ABSORBS—thirsty for all liquids as well as oils 
and greases 

RETAINS—power to hold; no “leaks” and 
“bleeds” 

COVERS—most efficient volume-per-pound 
floor coverage 

RESISTS—doesn’t become “mushy”; won't 
cake, mat or break up in use 

DUSTLESSNESS—the most dust-free mineral 
floor absorbent sold today 

UNIFORM—bag after bag, ton after ton, car- 
load after carload 
Green-flecked double S-d is available within 

hours from distributors everywhere. Check 

coupon, clip to your letterhead, and mail to 

SPEEDI-DRI DIVISION, Minerals & Chemicals 

Corp. of America, 1182 Essex Turnpike, 

Mento Park, New Jerséy- 





| CJ Free sample 
| 0 Literature 


a 
| |_| Name of nearest distributor 
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Thanks to his hard hat, Fred D. 
Blagmon, an employee of the U. S. Naval 
Proving Ground, Dahlgren, Va., suf- 
fered only a minor scalp laceration, 
though he was struck by a five-pound 
wrench that had fallen four feet. 


In Texas, where everything is bigger, 
the object involved in the accident 
weighed 25 pounds. It was a piece of 
shew back that struck the hard hat of 
Cleave Wilson of the Lone Star Steel 
Co., Lone Star, Texas. No injury was 
sustained. 


Elio Frigo, an employee of Abitibi 
Power & Paper Co., Ltd., Smooth Rock 
Falls, Ont., was preparing to cut down 
a tree himself when another tree felled 
by a fellow workman twisted in air and 
crashed into Frigo’s work area. The 
tree, which weighed several hundred 
pounds, struck Frigo’s hard hat, 
caromed off, and hit his right shoulder. 
The extent of his injuries was mini- 
mized because of the hard hat. 


In Lehigh Portland Cement’s kiln 
building at Birmingham, Ala., Billy R. 
Hale was working when a 25-pound 
brick shook loose and fell, struck his 
hard hat. He was not injured. 


John B. Brown of Jersey Central 
Power & Light Co., Spring Lake, N. J., 
was repairing a moulding et the base 
of a utility pole. Twenty-five feet above 
him, a lineman inadvertently dropped 
a seven-spool rack spindle, which struck 
Brown’s hard hat. Brown was unin- 
jured, 


Urho Korpi of the Ontario Hydro- 
Electric Power Commission had a simi- 
lar experience with a fallen wrench. 
Because of his hard hat, he was able 
to walk away from it without a scratch. 


A tractor and plow unit, operated by 
Jones P. High of the U. S. Dept. of 
Agriculture, was moving a sapling, when 
the vehicle struck a dead snag. The 
top of the snag, weighing 15 to 20 
pounds, was severed, dropped 60 feet, 
struck High’s hard hat. The accident 
caused nothing more serious than a 
headache and a stiff neck. 












EVs 
WASHING 
FOUNTAIN 





. 
gave Eves" 


Leading industrial doctors advise immedi- 
ate washing with plenty of running water as 
the best first aid treatment for any chemical 
in the eyes. Records prove that washing with 
water for ten minutes or more, closé to the 
accident, is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher- 
ever chemicals might be lodged. Sanitary white 
baked ename! bow] is resistant to most fumes. 

Over 500 industrial plant installations have 
been. made to date. 

Write For Details. 


EMERCENCY 
SHOWER 


The B & A Shower is the 
quickest and most satisfac- 
way to saturate a work- 

er with gallons of water the 
instent an accident occurs, to prevent a dis 
figuring burn—even a fatality. 

Special shower head, no holes to clog—can 
be used where unfiltered water prevails. 

Write For Details. 










GLASS 5 
tive 
AND CHEMICAL 
iN eves / 


OISFIGURING 
FACIAL CUTS 
AND BURNS 


CUTSAND As 
1cAt BURN 
CMON ARMS / 





&éA 
SAF-T-BAGS 


are widely used for the safe 
handling of glass bottles con- 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products. 
Paintul cuts, disfiguring 
burns, loss of eyesight, or even 
a gy result —_ —_ 
sive liquid splash an 
glass whea unprotected belties 





‘Toauon Tone 
(GALLON Write For Details 


BENSON & ASSOCIATES. INC. 


Dept. OH P. O. Box 7542, CHICAGO 80, ILL. 
Circle No. 31 on reader service card 
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Reporting the Outstanding Performance of Union 
\ Wire Rope’s Machine-Braided Wire Fabric Slings. 


rc 


Tpffy’s a Hard One to Kink... and a Breeze to Unkink! 


You'll find it next to impossible to kink a Tuffy sling by 
hand. If you succeed, even with the aid of a vise, see how 
easily the braided fabric can be straightened out with no 
material damage. 


Tuffy’s Streamlined Ferrule is Pressed On Over Tucked 
Eye-Splices for 100% Strength of Sling 


Tremendous machine pressure swages Tuffy’s smooth- 
edged metal ferrule around the tuck splice. Metal virtually 
“flows” into the braided fabric interstices. This compres- 
sive treatment gives the eye of the sling 100% of the 
strength of the wire fabric. Eyes stay spliced! 





te: andi 4 


-‘Tuffy Hoist Line Delivers Big 
Extras of Dependability and Long Wear 


Tuffy Hoist Line is a special rope construction for hoist- 
ing on all types of over-head, stiff leg and mobile cranes, 
derricks and clamshells. Combines extra flexibility and 
toughness to absorb load shocks. Tuffy slings and hoist 
lines work with hand-and-glove harmony to cut hoisting 
costs and downtime in every kind of materials handling. 


Your Tuffy Distributor will 

help you give Tuffy Slings and 
Hoist Lines “the works” test 
on the job you choose 










Specialists in high carbon wire, wire rope, braided wire fabric, stress relieved wire and strand 


Give Tuffy “the Works; then Take 
a Long Look at the Increase in 
Sling Service You bet Per Dollar 


Tuffy asks no coddling. Put Tuffy slings on your tough- 
est jobs. Give them the “full treatment” of hard service. 
They'll take it, and then some. And you’ll be ahead in dol- 
lars saved by Tuffy’s longer wear and faster handling. 
The secret is the patented machine-braided construction 
of Tuffy slings. It produces a combination of extra flex- 
ibility and extra toughness never possible with ordinary 
wire rope — and a big step ahead of costly hand-braided 
slings. This 9-part Tuffy fabric is precision-braided by 
machine in a way that eliminates the inequalities of 
hand-braiding. Tuffy Slings have no cores. Even when 
one of the 9 parts is cut or broken, it does not result 
in stranding. 


Watch Your Men Sling Loads Faster, Easier, with Greater Safety 


Tuffy fabric and Tuffy’s pressed-on ferrule team up to 
speed up sling work. The high flexibility and kink resistance 
of Tuffy slings make for smooth handling, and the Tuffy 
ferrule makes a pulled-out splice virtually a thing of the 
past. Because the ends of the ferrule are swaged flush with 
the machine-braided strands, there are no projections to 
snag on loads or injure hands. No wonder handlers work 
faster, safer, with Tuffy slings. 


union (ep Uere Rope corp. 


) 


2298 Manchester Avenue, Konsas City 26, Mo 
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For Canada, Safety Supply Co., Toronto mhltpenyiony sep Serene series) agen 
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No. 1696 


No. 1601 


DID YOU KNOW there’s a reflex in 

the sole of the foot for every nerve-center No. 1923 
in the body? That’s one reason we get so 

“keyed up” pounding around on hard floors all 
day. Lehigh’s FOAM CUSHIONED 
INNERSOLE pillows every step — helps keep 
those reflexes relaxed. That makes any man 

a safer workman. And it makes safety shoes feel 
more comfortable than ordinary street shoes. 
That puts ’em on more feet. Put this ~ 
“soft salesman” to work in your plant. f sMMaUs, i a : 
We have it 5 ways, as shown. 


Circle No. 33 on reader service card for more information 
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You can easily copy 
R-Way's method of 
blocking conveyor fires 





Three-Point Protection for Conveyor Tunnels 


HAT TO DO about the conveyor-fire door problem? 

That’s bothered a lot of plant engineers. If a 
conveyor runs through a fire door opening, and is 
operating constantly, how can the door be closed? And 
if the door isn’t closed, the draft through the conveyor 
opening may make the fire—if there is one—sweep 
through the entire plant. 

R-Way Furniture Company, Sheboygan, Wisconsin, 
faced this difficulty. Jules Gilpatrick, the company’s 
electrical engineer, licked it. 

Gilpatrick set up a system that does two things: 

1. It shuts off the conveyor automatically when a 
fire starts. 

2. It closes the fire doors automatically without per- 
mitting collision with materials that may be moving 
on the conveyor. 

In actual practice, the sequence of the two steps is 
reversed; but since automatic closing of fire doors has 
long been possible, the important new step at R-Way 
is the first. 
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Sixteen fire detection units are scattered about the 
plant. They go into action under a 160° temperature. 
When a detector senses such a temperature rise, it 
closes a relay wired to the fire door release mechanism. 

At that point, the fire door begins to close. But the 
closing is timed so that, if material is passing along the 
conveyor at that moment, full closing will be delayed 
until the material is beyond the danger spot. 

Subject to the possible slight delay just mentioned, 
the conveyor is automatically stopped by a second 
relay controlled by a pallet-position switch. The relay- 
switch combination is, in a sense, the nub of the whole 
R-Way system. 

Pallets are mounted on the conveyor at intervals of 
six feet. When a moving pallet clears the fire door 
opening—assuming that a fire detector unit has started 
protective closing— it trips the switch. Door-holding 
solenoids release the doors, and they slide shut by 
gravity. 


Continued on page 28 
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CONVEYOR 


Continued from page 27 





At the same time this happens, 
the pallet switch stops the conveyor 
before a new pallet can clog the 
door opening. A pair of normally 
open switches prevents the con- 
veyor from being started again 
until the fire doors are fully open. 

Gilpatrick’s wiring scheme al- 
lows the conveyor to be shut down 
when a jam occurs or at night, 
without closing the doors. How- 
ever, the fire doors will close auto- 
matically in case detector units 
operate, even though the conveyor 
may not be functioning. 

The R-Way Furniture Company 
has found the entire plan especially 
valuable for its purposes, because 
the conveyor rises in a long in- 
clined shaft from the first to the 


| 
There’s a BIG! difference in floor absorbents 4. 


of that length could be deadly in 





case of fire. The fire doors are in- 


| 
TEST IT Yourself! | ~*~ 


FIRE SCHOOL 
IN YOUR OWN OFFICE, make this simple 15-minute test. Com- — 
pare Eagle-Picher Industrial Floor-Dry to any other floor é 
absorbent. 


HERE’S WHAT YOU'LL PROVE TO YOURSELF about safe, skid- 
proof Eagle-Picher Floor-Dry: It’s extremely insoluble, absorbs 
more oil and water. It goes further, provides much greater 
coverage. It reflects more light, brightens the work area. It’s 
non-combustible, has no chemical reaction. It lasts longer, 
saves you money! 


Since 1843 


Ansul Chemical Company photo 


WRITE TODAY. Our Eagle-Picher rep- eg FIRE actually is a triangle composed 
resentative will bring the portable ’ . of heat, fuel, and oxygen. Claude R. 
laboratory to your office where / Rg eer — ~~ "sae 2 in- 
you may make this test yourself. pep Bn: so vedi aslasens 
The Eagle-Picher Company, ae in fire training sessions. If any one 
Cincinnati 1, Ohio. 7 . of the sides of the triangle is elim- 

‘ —— ‘ inated, the fire goes out. The South- 
ern has built an excellent fire pre- 
vention record around its training 
schools—backed, of course, by ade- 
quate equipment. 








Circle No. 34 on reader service card for more information 


JUNE 1957 © OCCUPATIONAL HAZARDS 





More complex chemicals, more 
hazardous materials, more electrical 
and combustion equipment, make 
this menace constantly more common 


WHAT IS ASPHYXIA? It's “suspended animation due to 
deficiency of oxygen and excess of carbon dioxide in the 
blood" {Webster's Collegiate Dictionary). It can, and 
often does, cause death. But you can do something about 
BR sss 


‘NY PLANT, large or small, can set up a basic 
A program to protect its people against the hazards 
of asphyxia, lung affections, and heart conditions. 
Regardless of plant size, the program consists of two 
parts: 


(1) Prevention. 
(2) Treatment. 

Naturally, you'll have to have full management 
backing to make the program a success, just as you 
have to have it to make any part of your safety pro- 
gram a success, You'll do better if you get support 
from your union, too; its leaders should know exactly 
what you’re trying to do, and how your plans will 
benefit your workers. 

To begin: 

You'll want to check all hazardous materials, proc- 
esses, and equipment in your own operations, List the 
exact dangers they present. The table (“Potential 
Asphyxia Hazards”) on page 32 will help you do 
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this job—but remember that your plant may contain 
local hazards that can’t be itemized here, Use the 
table as a guide, not as a final authority. 

The table splits potential hazards into five classes: 
disease, equipment, electricity, asphyxiating gases, 
chemical irritants. With the exception of diseases, 
these classes fit together with materials, machines, or 
methods that often can be modified or replaced in 
order to eliminate the dangers they offer. 


Safety boosts production 


It’s happened fairly frequently that the search for 
less hazardous materials and processes has brought 
about increased production. A prime example lies in 
the experience of manufacturers who have installed 
make-up air systems for the comfort of people who 
have to work in poorly ventilated areas. The extra 
comfort has been attained, yes; but along with it has 
come improved production because of the effect a 
uniform air supply has had on raw materials and 
processing. 

Considerable can be done about the problem of 
diseases, Most plants will be chiefly concerned with 
heart, circulatory, and lung conditions. It helps to 








How Many Resuscitators Does Your Plant Need ? 





Number of Units 





Number of 
Employees Single Floors Multi-level Buildings 





25,000 sq. ft. | 100,000 sq. ft. 


4 floors 5 floors 
or less or less 





25 or fewer 
25-100 
100-250 
250-500 
500-1 ,000 

| ,000-5,000 























iggested by this table are subject to revisi 
thin the plant and the layout of plant facilit 
vide a reasonably accurate rule-of-thumb for 


normal operations. 











JUNE 1957 © OCCUPATIONAL HAZARDS 








prevent serious consequences from such ailments if 
regular physical examinations are administered, with 
special follow-up attention given cases of heart disease 
and high blood pressure. 

The first few seconds when a case of asphyxia 
occurs—and it may occur in the presence of any of 
the five groups of causes named in Table I—can mean 
the difference between life and death. 

For that reason, it’s important that somebody be 
available right away to begin artificial respiration. 
Then, as soon as it can be brought up, a portable 
resuscitator can take over. 

To have trained people immediately available in 
emergencies means that you can’t rely on nurses or 
guards who may be a block away, or five floors up, 
or out on plant inspections; it’s vital that you have 
people in every department who know how to ad- 
minister manual respiration. 

Nor should their training stop with a single session 
or course. Refresher courses should be given them 
frequently ; it’s too easy to forget what we know when 
we don’t use the knowledge very often. 


Adequate equipment needed 


Training in manual artificial respiration should be 
backed up by an adequate supply of modern resuscita- 
tion equipment. “First aiders” sometimes tire when 
artificial respiration must be administered over many 
minutes; they begin to work less uniformly than they 
should. In addition, there’s no oxygen-enriched air 
supply included in manual methods. 

Up-to-date resuscitators solve all these problems. 
They automatically provide a concentrated, controlled 
supply of oxygen; they can be applied to burned, 
half-buried, or injured patients even in almost in- 
accessible places, where cramped quarters make manual 
methods impossible; they work indefinitely without 
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getting tired or losing any of the constancy of their 
operation; and they give a signal if the patients’ 
throats are obstructed enough to prevent respiration. 

There’s a difference of opinion among doctors about 
the way to use resuscitators. Some say you should use 
positive pressure on inhalation, negative pressure on 
exhalation. Others insist it’s better to use intermittent 
positive pressure on inhalation, allowing exhalation to 
take place by “passive recoil”—the patient’s own 
natural reaction to the inhalation. 

Some resuscitators allow you to choose the plan 
your own plant physician recommends, The negative 
pressure phase of their operation can be used or 
eliminated, as the doctor directs. Other units operate 
only on one system or another. 


Patient's safety vital 


Safety for the patient has been a major consideration 
in the design of all modern resuscitators. Pressure 
relief valves are provided on high-pressure regulators, 
and pop-off valves are included on face pieces to vent 
any excess pressure. Then there’s an inhalator arrange- 
ment that permits administration of oxygen without 
pressure. And there’s an aspirator for sucking out 
mucous and liquids. 

Accessibility of the units is important when emer- 
gencies take place, In big plants, a few resuscitators 
centrally located often aren’t enough. The number and 
location of portable units needed in your own plant 
can be determined pretty well on the basis of these 
factors: 

> The number of your employees. 

> The over-all size and kind of buildings. 

> The location of offices and production areas, if 
they’re on the same floors. 

> The location of extremely hazardous areas, 


Continued on next page 








Potential Asphyxia Hazards 








Diseases 


Cardiac conditions 

Asthmatic & circula- 
tory cases 

High blood pressure 
cases 


Equipment 


Chemical & oil tanks 

Vats & containers 

Poorly ventilated 
rooms 


Electricity 


Power & transmission 
lines 

Powered machinery 

Transformers 

Portable power too!s 

Lightning 


Asphyxiating gases 


Carbon monoxide 
Exothermic & endo- 
thermic atmospheres 
Carbon dioxide 
Volatile hydrocarbons 


Chemical irritants 


Chlorine & ammonia 
Hydrochloric acid 
Lime & sulphur; 
phenols 
Hydrogen sulphide 
Hydrofluric acid gas 
Nitrous fumes; 
phosgene 
Beryllium & bromine 
Chloride of lime; 
benzol 
Sulfuric acid & 
naphthol 
Hydrocyanic acid 


Regular physical 
examinations 

Constant surveillance 

Encouragement to fol- 
low doctor's recom- 
mendations 

Proper job placement 
& employee training 


Hoods over tanks 
Exhaust systems 
Make-up air systems 
Oxygen masks where 
required 
Employee training 


Signs; color coding, 
guards 

Continuous mainte- 
nance 

Visual inspection 

Proper grounding 

Isolation of areas 

Employee training 


Signs, color coding, 
guards (rails & 
fences) 

Hoods & exhaust 
systems 

Continuous atmos- 
phere sampling 

Regular maintenance 

Oxygen masks where 
required 

Employee training 


Same as for asphyxi- 
ating gases 











porcine hemes 


The table on page 30 carries a breakdown that 
suggests the number of portable resuscitators required 
by plants of different sizes to attain maximum protec- 
tion. While, like the table at the left, it’s no final 
authority, it can be used as a rule-of-thumb guide in 
the study of your plant needs. 

The same people who are taught manual artificial 
respiration should be taught how to use resuscitators, 
also. These four basic steps apply: 

1. Get the unit to the scene of the accident or illness 
as soon as possible. Open the case and remove the 
resuscitator valve, hose, and aspirator. 

2. Position the patient properly and connect the 
correct face piece to the resuscitator valve. Turn the 
resuscitator on. As soon as the mask is put against 
the face of the patient, automatic artificial respiration 
will begin. It usually takes about 10 seconds to complete 
this part of the job. 

3. If there’s an obstruction in the patient’s throat, 
take off the mask and insert the aspirator to remove 
the obstruction. Oth se, respiration won’t begin. 
Some resuscitator vai; click rapidly to signal that a 
throat obstruction exists. 

4. When the patient begins breathing for himself, 
turn the resuscitator control; the unit becomes a simple 
inhalator, and oxygen flows without any pressure 
behind it. Some units automatically convert to in- 
halators when normal breathing starts. 


Resuscitator uses 


When should resuscitators be used? 

They’re applicable whenever breathing has stopped. 
Electric shock, drowning, inhalation of smoke during 
a fire, gas poisoning, concussion, heart or lung disease 
—these and a lot of other causes may choke off 
breathing. 

When a patient is breathing feebly—but still breath- 
ing—the oxygen provided without pressure by a 
resuscitator will help bring him around quickly. 
Demand-type inhalation is ideal for treating cases of 
smoke inhalation and heart and asthmatic cases. 

Already, units are available for treating two patients 
at once, with any combination of inhalation and ex- 
halation requirements. Models are being developed that 
will handle treatment of considerable numbers of 
patients at one time—all with a single resuscitator. 

Whether you’re thinking of emergencies due to fire, 
or of sudden collapse due to heart trouble, or of 
inhalation of toxic gases, or of workers who may be 
in danger of drowning or who may come in contact 
with electrical power sources, you'll find the program 
outlined here will save lives: adequate training of 
enough people in the techniques of artificial respira- 
tion; enough up-to-date resuscitation equipment to 
meet your plant requirements. © © 


Background data for this feature came from John B. Dunne, 
manager, medical and hospital department, Globe Industries, 
Inc.; American Review of Tuberculosis & Pulmonary Diseases 
(Sept. 1956) ; Council on Physical Medicine & Rehabilitation, 
of the American Medical Association and the American Red 
Cross; Camerica (Nov. 28, 1954); Bulletin of the New York 
Academy of Medicine (1950). 
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Skid tests prove ZORBALL Floor Absorbent 


resists breakdown longer, keeps floors safer! & 
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In first photo, above, 





a thin layer of a competitive 
absorbent was spread over wetted steel runway. Ata 
speed of 6 mph, and applying brakes at “Start” 
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Increase in particles passing through 30-mesh screen 








Test time: 10 min. 20 min. 30 min. 











Graph of laboratory abrasion-crush tests using ZoRBALL 

j and four other leading floor absorbents. Curved lines 
show rate of breakdown; prove ZorBALL stands up 
best under severe punishment! Pictures above confirm 
these findings. 
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marker, truck skidded 12 feet! In second photo, under 
same conditions—but using Wyandotte ZORBALL 
—truck came to nonskid stop in only 2 feet! 


Here’s dramatic proof that Wyandotte ZorBa.u is the safest, lowest 
use-cost floor absorbent you can buy . . . a dramatic skid test that 
duplicates the treatment that absorbents actually receive “on the job.” 


ZORBALL is safest, because its rugged, angular particles resist break- 
down. ZoRBALL is nonflammable; absorbs oil, grease, water, paint, ink, 
and chemicals. ZoRBALL retains its anti-skid properties under heavy 
traffic or extremely wet conditions without mudding, caking, or dusting. 
ZoRBALL lasts longer, goes farther, costs less to use! 


For free sample and full data, clip and mail coupon. Do it today! 
Wyandotte Chemicals Corporation, Wyandotte, Mich. Also Los Nietos, 
Calif. Offices in principal cities. 


Wyandotte Chemicals Corporation 
Wyandotte, Michigan 


[J Send FREE sample and data on ZORBALL. 


C) Have representative call. 
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Two points of view on 


How to Run a Successful 


THEORY: group participation By Alfred M. Cooper 


NE OF the most effective ways to teach people 
Qpircisent prevention is conference training. 
There’s one hitch: the program must be well planned 
and well cenducted if any-real progress is to be made 
in reducing the number and severity of injuries; it 
isn’t énough to schedule meetings and to lead rambling, 
unorganized discussions. 

Because of the close relationship between super- 
visors and their workers, it’s especially worth-while 
to use foremen and assistant foremen as conference 
leaders. When this is done, training costs are cut to 
a minimum; yet the individual supervisor gives only 
three or four hours monthly to the project. 

Generally, foremen take well to leading discussions, 
whereas some of them might find it hard to deliver a 
series of lectures. There’s a big difference between giv- 
ing a talk and leading a discussion: a gocd conference 
leader asks questions, then keeps his mouth shut for 
the most part, to encourage the members of the group 
to say something. 

Rather than put foremen through a formal course 
of training in conference management, it’s better to 
let them sit in on demonstration meetings. After that, 
they have little trouble conducting similar meetings 
with the people in their own departments. 

When this system is used, the administrator of the 
program—perhaps the safety director, if he’s qualified; 
or perhaps the plant training director—leads a 
demonstration conference shortly before a correspond- 
ing meeting is held for employees. Then the super- 
visors talk over methods of leading that discussion, 
and each is given detailed plans for the conference 
he is to conduct with his departmental workers. 

That way, supervisors learn to lead by leading. 
In many years of experience, I have found only one 


Alfred M. Cooper is a well-known Pacific Coast consultant 
on industrial safety problems, contributing editor of Modern 
Machine Shop, and a freelance writer and lecturer on safety 
and plant management themes. 
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supervisor who simply could not get the hang of 
leading worth-while discussions. The truth is that the 
basic characteristics of a good boss and of a good 
conference leader are the same. 

There’s an important advantage in using super- 
visors as conference leaders: they’re in a better posi- 
tion than anyone else to see that the conclusions 
reached by employees during their meetings actually 
are put into practice on the job. 

A sound program for teaching workers accident 
prevention may be set up fairly easily. 

In the opening conference, the leader develops 
from the group a blackboard list of accident causes 
in that particular department, and then has the 
group itself arrange these causes in their order of 
importance. 

With very little trouble, the group soon learns to 
distinguish between basic accident causes and super- 
ficial causes. (Anyone who hasn’t previously seen 
this development may be surprised at how well em- 
ployees grasp the subject.) When it is properly 
carried on, this discussion easily takes up the hour 
or more usually allotted to employee safety training 
meetings. 

Handling the opening session this way has certain 
advantages: 

1. The meeting is an easy one to conduct, a fact 
which helps inexperienced leaders gain confidence. 

2. It gives workers a good grounding in under- 
lying causes without having to listen to any lecture, 
and may give the leader needed insight into the 
amazing results to be gained by pooling the ideas 
of many people. 

3. It produces an effective outline for the complete 
“course” in accident prevention. 

To be most effective, each discussion group should 
be limited to not more than 30 people. When a large- 
size division is involved, the first round of meetings 
may call for 20 or more conferences, therefore. Each 

Continued on page 106 
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- Safety Conference . .. 


PRACTICE: effective meeting content By ALCO Personnel 





J] HAT SHOULD go into a company safety con. 

ference, anyway? How should it be planned? 

What outside help can you get to give it the zip and 
verve you'd like it to have? 

For answers to these questions, OCCUPATIONAL 
Hazarps went to ALCO Products, Inc., which has 
manufacturing operations scattered from New York 
to Texas, and which has scheduled company-wide 
annual safety conferences for several years. 

C. T. Olcott, personnel manager at the ALCO plant 
in Beaumont, Texas, gave us one rule for programming 
a successful safety meeting: 

“It’s generally possible to find something that you 
can be happy about, and it seems important that a 
meeting start on this note rather than on one of con- 
tinual dismal wailing. It is apt to put everyone in 
a more receptive mood if you can point out something 
that has been done well.” 

Another tool Olcott mentioned as effective at a 
safety meeting is to let the group in on some bit of 
“inside depe.” This, he said, “should be some in- 
formation: that the group as a whole could not possibly 
have known before. You will find that this practice 
has a tendency to pull the group together.” 

The last ALCO safety conference was held at the 
Mountain View Hotel, near Latrobe, Pennsylvania. 
This is a’small hotel, right in the middle of a resort 
area—and near ALCO’S steel making operations and 
spring and forge production. 

The three-day meeting brought together safety di- 
rectors and those charged with plant security from 
all seven of the company’s plants, Plenty of time was 
allowed for recreation; but the program itself was 
intensive and aimed strictly at business. 

Two days were given over to discussions, talks, 
showing of special films, and counsel from representa- 
tives of the Employers Mutual Insurance Company 
and the National Society for the Prevention of Blind- 
ness. (There’s ALCO’S answer to the question, “What 
outside help can you get to give your company safety 
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conferences the zip and verve you'd like them to 
have?”) 

Top brass gave the program both moral and 
personal support. James J. Reynolds, for example, 
vice president of manufacturing services, attended 
the 1956 meeting and spoke at a dinner session. 

“No production is worth the cost of one injury, 
no matter how minor,” Reynolds declared. “Safety 
is an attitude, and we must have a keen sense for it 
in terms of blood, eyes, arms, as well as plain dollars 
and cents.” 

This statement by Vice President Reynolds set the 
pace for the entire conference, just as the comment 
of Personnel Manager Olcott provided a practical 
illustration of how to get a conference (including a 
local safety meeting) under way. Emphasis was placed 
throughout the sessions on the fact that safety di- 
rectors alone can’t eliminate accidents, that it takes 
work by managers, foremen, and employees alike to 
cut down on injuries. 


Specifics were covered 


The meeting didn’t deal in bright generalities, how- 
ever. It got right down to cases. 

B. M. Ball, ALCO’S health physicist, put in con- 
siderable time talking about the hazards presented 
by radioactive materials and nuclear energy, existing 
safety codes that are concerned with those hazards, 
and the measures needed for the protection of work- 
ers who are exposed to atomic radiation. 

Ball indicated that ALCO looks for more stringent 
limits on radiation exposure than have been set up 
to this time. He expressed the hope that some kind of 
standardized control procedures can be developed 
to govern potential hazards within company plants. 

This was the first time that the ALCO safety con- 


Continued on page 37 





Protection 
For Welders 


AO “Weld-Cool” the First 


WHITE FIBER GLASS WELDING HELMET 


... Cooler — Reflects 70% of Radiant Heat 


Here’s the answer to the plea of 
welders for a cooler helmet .. . 
AO 9702-W and AO 9706-W Weld- 
Cool Helmets made of Fiber Glass. 
Because these helmets reflect 70% 
of radiant heat from their white 
exterior surface, welders are 50% 
cooler and far more comfortable 
..- more efficient also! Aluminized 
plastic coverplate, AO 168AL also 
available . . . provides exceptional 


coolness in eye area. Helmet is 
black inside to eliminate any possi- 
bility of diffusion of harmful light 
rays and to permit easy cleaning. 
Reflective, cool, aluminum glass 
holder. All helmets flame resistant. 
Stationary or lift front. Also avail- 
able with dark gray shell as No. 
9702 or No. 9706. 

Quick Facts — New plastic, easy 
floating, rear adjustment, positive 


lock headgear — locks securely 
once set to proper head size. 

« Adjustable friction joint « Ex- 
ceptional ventilation « Adjustable 
vulcanized fiber chin rest for easy 
alignment of helmet in line of 
vision « Lightweight, exceptionally 
strong « Nonwarping and mois- 
tureproof, particularly recom- 
mended for inert gas, shielded arc 
and outdoor welding. 


PREFER VULCANIZED FIBER? 
AO Presents 4 Welding Helmets made for the Job! 


4) Sweatbands increase 
worker comfort and 
protection, decrease 

accidents. Check 
your needs! 


All 4 helmets have rear positive lock 
adjustment, adjustable chin strap and 
friction joints identical to AO Fiber Glass 
Helmets. All helmets available upon re- 
quest with Noviweld or Filterweld plates. 
Helmets dielectric and seamless. No. 944 
imitation leather or No. 945 genuine 
leather sweatband available upon request. 

No. 9440 (shown) — Excellent protec- 


American \&) Optical 


COMPANY 


SAFETY PRODUCTS DIVISION 


tion for throat, neck and head. Standard 
aluminum, lightproof glass holder No. 
91085 with plastic insert for insulation. 
No. 94 easy floating headgear with posi- 
tive lock adjustment. 

For complete details on this helmet, 
other AO Vulcanized Fiber Helmets (No. 
9460, 9890 and 9270) and AO Fiber Glass 
Helmets write for new Brochure S-6311. 


Always Insist on &) Trademarked 
Safety Products. Your nearest 
American Optical Safety Products 
Representative can supply you. 


SOUTHBRIDGE, MASSACHUSETTS 
BRANCHES IN PRINCIPAL CITIES 


Circle No. 36 on reader service card for more information 
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Continued from page 35 





ferences had gone in for the prob- 
lem presented by radioactivity, 
but the company is engaged in 
development of atomic energy for 
power generation and is the build- 
er of the Army Package Power 
Reactor at Fort Belvoir, Virginia. 

The 1956 conference program 
demonstrated, then, three things: 

1. Company-wide meetings 
must be planned around dangers 
that workers actually face, not 
around platitudes and “viewings 
with alarm.” 

2. They must keep up-to-date, 
not drag five years behind cur- 
rent production processes and ma- 





SAFETY conferences should consider 
up-to-date hazards. For that reason, 
the 1956 company-wide ALCO safety 
meeting included discussion of radi- 
ation hazards. ALCO's new Critical- 
ity Facility at Schenectady, where 
safeguards against radiation are 
routine, is pictured here. 





terials. They must be predictive 
of what’s likely to become a 
hazard, not waste time on what 
was a hazard sometime in the 
past. 

3. They need to pull in the serv- 
ices of physicians, nurses, hygien- 
ists, and insurance experts. Safety 
engineers may be tops as engi- 
neers, but still be unfamiliar with 
dangers to workers’ health and 
with compensation laws. 

According to H. Dudley Bierau, 
ALCO director of compensation 
and safety, who was chairman of 
the annual conference, the “key- 
stone of our accident prevention 
program” lies in the requirement 
that monthly safety meetings be 
held at each of the seven plants. 

Continued en page 38 





GLOVE COSTS 
too high? 


Lower them... with the 


JOMAC 
COST-REDUCTION PLAN 


Many large industrial glov~ 
users have found this plan 
gets results. Send for the 
free booklet illustrated. It 
describes the plan and gives 
striking evidence of its 
success. 


JOMAC 


INDUSTRIAL GLOVES 


Plants in Philadelphia, Pa., and Warsaw, Ind 
In Canada: Safety Supply Company, Toronto 
in Evrupe: North-Jomac Ltd., London, W |! 


4 
| 
! 
i 


(--------- 


JOMAC, INC. Dept. C, 
Phila. 38, Pa. 


[) Send me a copy of your “Evidence” Booklet 
() Have your representative call 
Name 


Company 


Address 


Circle No. 37 on reader service card for more information 
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“The foreman is responsible for 
production in his particular area,” 
Bierau said, “and is also respon- 
sible for the safety of his men. 
He reports in writing on each case 
involving a lost-time accident and 
advises what has been done to 
prevent similar accidents from oc- 
curring.” 

The information developed by 
foremen’s reports, when it in- 
volves any really serious accidents 
and injuries, is passed on to all 
the ALCO plants. This system of 
circulating data helps others to 
prevent accidents; in 4 sense, it’s 
an all-year-round safety con- 
ference. 


Fluid program 


Bierau emphasized the need for 
“a fluid safety program with a 
control analysis of each job.” He 
didn’t want to see the ALCO pro- 


gram fall into the doldrums, using 
the same methods year after year. 

There, too, what was said point- 
ed to the backbone of the ALCO 
safety conference program. The 
program was planned to stimulate 
thinking, to pass along new ideas, 
to provide the benefits of group 
discussion under competent leader- 
ship. Precisely the same premises 
govern local plant safety meetings. 


Two advantages 


By holding its annual safety 
conferences at various plant-area 
hotels, ALCO has managed to get 
away from the interruptions and 
fatigue that bother those who at- 
tend such gatherings during larger 
meetings. (Some companies have 
scheduled their private safety ses- 
sions during big-time national or 
regional safety shows. OccupPa- 
TIONAL Hazarps has heard numer- 
ous objections from safety men 
that they’ve been “too worn out” 
or “too busy” under such circum- 
stances to get very much of value 
from the shows or the programs.) 


There’s another advantage in 
the place of meeting, too: ALCO 
men from all over the United 
States can visit nearby company 
facilities, become more familiar 
with company methods and prod- 
ucts, be more “sold” on ALCO 
itself. 

Is the expense of such a con- 
ference worth-while? You can 
judge that for yourself. ALCO al- 
ready has held four of the annual 
get-togethers; it’s planning an- 
other to be held at Dunkirk, New 
York, in the early fall of 1957. 
Management doesn’t spend that 
kind of money unless it feels 
there’s an adequate return. © @ 





WANT BABY PHOTOS? 
(See page 111) 


1-19 copies, 25c each 
20-49 copies, 20c each 
50-99 copies, 15¢ each 
Over 100 copies, 12¢ each 
Orders must reach OccupaATION- 
AL Hazarps by July 10. 














Got 


YOU NEEDA... 


DUPOR No. 4 


The respi 


“ g thilten Fate Be. 
DUST STORM THROAT? 


~~ 

rator that’s made to order 
for protection against dust, fames 
and paint spray! Has everything, 
and more than you will find in 
units costing twice the price! 
Double filters; soft rubber face 
mask; sanitary face cloth; exclusive 
Dupor valves for controlled 
breathing; panorama vision! Eco- 
nomical protection that you cannot 
afford to be without! Write for 
sample, $2.00 postpaid! 

H. S. COVER, P. O. BOX 2508 
SOUTH BEND 14, IND. 

“Respirators for Industry since 1894” 

Circle No. 38 on reader service card for more information 
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investment! 


This company has made a wise investment--one which will pay 
many dividends over a long period of time! The man above is 
dropping a Magliner magnesium dock board in place on the com- 
pany’s dock. This new Magliner will speed loading . . . get more out 
of power trucks and other loading equipment . . . keep costs down! 
Made of light, strong magnesium, it will protect men, loads and 
equipment against accidents and costly damage. It will also pay 
other big dividends! Magliners are low in initial cost—and because 
they provide dependable, long-life 
service with less maintenance they 
give you greater economy ALL ways! 
Find out today, how Magliner dock 
boards can cut costs in your oper- 
ation. Write for Bulletin DB-204! 





MAGLINE INC. © P.O. BOX 96 © PINCONNING, MICHIGAN 
Canadian Factory: Magline of Canada, Ltd., Renfrew. Ontario 
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PROTECTION 
FOR INDUSTRY 


Check Lists 
for 
Plant Watchmen 


HE FIRE was already burning among some empty 
git on the loading platform when the watchman 
first saw it. Alarmed, he rushed inside the plant build- 
ing to get a 40-gallon wheeled extinguisher. 

Frantically, he tried to push the extinguisher through 
the building door and onto the platform. It was too 
wide. 

Realizing he was wasting time, the watchman finally 
pulled the big extinguisher to one side and ran for a 
battery of 214-gallon extinguishers. Out on the plat- 
form again, he emptied one of the extinguishers on the 
fire, then dashed back inside for another. 

Finally, after half an hour’s futile running back 
and forth with extinguishers never designed to fight a 
blaze that size, the watchman turned in an alarm. 
Firemen arrived to find the brick, wooden-joisted 
building a mass of flames, The loss: $2,260,000. The 
place: North Carolina. 

At a cotton compress in Oklahoma, a watchman 
found a fire about 2:30 in the afternoon, just as he 
was returning to the office from his hourly round. 

He didn’t turn in an alarm, Instead, he grabbed 
an inside fire hose. The blaze spread fast. Eventually, 
an outsider saw the fire and called the fire department. 

By the time the department reached the plant, the 
watchman had been driven outdoors and was using 
an outside hose line on the office building in an effort 
to save it. Total loss ran to more than $500,000. 

In Ohio, a watchman walked off his job—there 
was no watchclock check on him—at a chemical plant, 
long enough to buy a sandwich and beer at a nearby 
restaurant. That was about 8:30 p.m. 

He returned to the plant an honr later. Right away, 
he heard a queer noise. He investigated, and found a 
fire in the main plant. His call to the municipal fire 
department was too late to prevent a $486,000 loss. 
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Another watchman didn’t get sufficient sleep during 
the day. He dozed off just after finishing his 2:00 a.m. 
plant round. 

The watchman supervisory service sent a guard to 
learn what was wrong when the regular clock check-in 
wasn't made at 3:00. The guard woke up the watchman 
at 3:20—and the watchman discovered a small fire 
almost at once. 

The supervisory guard was still in the building. The 
watchman rushed to find him. The guard told him to 
turn in an alarm. The watchman didn’t know how. 


Training supports equipment 


Stories like these prove one thing: no matter how 
good your watchclock or other check-up system, you 
need to give it support with full training of the men 
who work with it. Some plants, while maintaining 
watchclock service, have turned away from the name 
“watchman” to “security guard,” and have set up 
organizations that are much like small armies, 

Whatever you call him (as OccupaTionAL Hazarps 
pointed out a year ago this month), your plant watch- 
man, suitably controlled, will earn you substantial 
credit on fire and burglary insurance premiums. 

To help you avoid the problems that arise with 
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Note for watchmen 


When You 
Find a Fire 


Tel! the firemen where to go 





Notify company officials When a valve finally is closed . . . 
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Call the fire department 


Start the fire pumps 


. . - be ready to reopen it 
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ordinary watchman service, we asked Frank R. Mid- 
daugh for his views. Middaugh is assistant manager 
of the Ohio Inspection Bureau and chairman of the 
Committee on Fire Brigades & Watchmen of the 
National Fire Protection Association. 


Nine-point guide 


First of all, Middaugh laid down a nine-point guide 
for employing a watchman: 

1. Don’t hire a very young or a very old man. 
The young one hasn’t acquired the judgment and sense 
of responsibility a watchman needs, An old man isn’t 
likely to be alert enough, isn’t likely to have the 
physical strength and endurance he needs. 

2. Hire a man of medium height—say, 5’ 10” or 
5’ 11” tall. 

3. Hire a man of medium weight—perhaps 160 to 
170 pounds. Height and weight should stand in good 
relation to each other; short, fat men and ‘tall, thin 
men don’t “fill the bill” so well as average men. 

4. Your watchman must be in good physical condi- 
tion. He doesn’t have to be an athlete, but he shouldn’t 
be hired because he has a heart condition and you 
want to be a “good Joe” and give him a soft job. 

5. Your watchman should have a high school edu- 
cation or its equivalent. 

6. He should be a citizen. 

7. He should have no police record, and his char- 
acter should be tops. 

8. For active service, a watchman ordinarily should 
not be over 60. 

9. When you hire a watchman, put him on pro- 


bation for about six months; then require him to pass 
a written examination about his job before you make 
the appointment permanent. 


Middaugh added two more observations to his list: 

First, the watchman should be given an annual 
physical examination, not simply a pre-employment 
examination. He may be perfectly sound when you 
employ him, but he won’t necessarily stay that way. 

Second, he should be given an annual written ex- 
amination about his work. “He should,” Middaugh 
said, “keep himself well informed, and shouldn’t be 
allowed to deteriorate into just a clock-puncher.” 


Personality, appearance 


Naturally, the watchman should be courteous and 
keep himself under control. He’s dealing with other 
workers; he’s often dealing with the public. He should 
maintain calm in the face of emergencies, in the face 
of bitter criticism—and he should be able to make 
split-second decisions when they’re necessary. 

What’s more, your watchman should keep up a good 
personal appearance. You don’t need Mr, America; 
but you do need someone with a clean shave, well- 

Continued on page 108 





born of years of intensive laboratory research... 


..-a Startling NEW filter material 
...A NEW FUME RESPIRATOR 


C-261 
Single Cartridge 
Respirator 


‘4 Approved for 
eetet: fumes and dusts 
Nescetetng, U.S. BUREAU OF MINES 
ee eeeeeeny Approval #2171 
AAA AAA 


e Here is the first really outstanding 
advance in fume respirators in 
nearly a decade. An entirely new 
fibrous filtering material is the secret of 
the Pulmosan C-261. Pulmosan engineers 
have sealed this amazing material in an 
aluminum housing that is featherlight, strong 
and “good looking”. The single filtering unit 
protects against fumes such as produced by burning, 
smelting and welding of metals and for any conditions involving 
dusts which are not significantly more toxic than lead. It is easily 
and inexpensively replaced and may be interchanged with the 
Pulmosan C-256 U.S. Bureau of Mines Approved Chemical Cartridge. 
Like all Pulmosan respirators, the C-261 Fume Respirator is 
manufactured with all the “exclusives” that have become the 
mark of Pulmosan quality and efficiency. 


Write for complete information and prices. 


SAFETY EQUIPMENT CORP. 
644 Pacific St., Brooklyn 17, N. Y. 1007 Washington Ave., St. Louis, Mo. 
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J" bg HOUSEKEEPING 
~ FOR INDUSTRY 





These Big “Brooms” 
Sweep Clean 




































EVERY TWO WEEKS, Armco Steel Corporation sends 
this magnetic road sweeper over the roads and 
by-ways of the company's Kansas City, Missouri, 
plant. An average sweep, company people told us, 
picks up about 800 pounds of scrap metal—nails, 
wire, nuts, bolts, steel punchings, slivers, all of them 
damaging to tires. 
















turn, and produce dangerous falls. 
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FOR PARKING LOTS and smaller areas, non-electric 
magnetic sweepers do an excellent job of cleaning 
up the debris that may ruin tires, cause ankles to 










EEPING your outdoor plant areas clean involves a 

lot more than appearance. Let an old bolt lie on 
a parking lot. Have an employee on his way out to a 
service job stumble over it, fall, sprain his ankle and 
strain his back, Brother, you’re in trouble! 

Some of the ideas presented here aren’t altogether 
new. Some are adaptations of products and ideas that 
have been available—and in use—for several years. 
Others are so new they've been confined to single 
plants, although they can be adapted by almost 
anybody. 

The main idea is to help you keep big plant areas 
clear of debris—debris that may ruin tires, smash 
equipment, injure people, even present fire hazards. @ @ 


Illustrations and factual data for this feature came from 
Armco Steel Corporation; Eriez Manufacturing Company; 
Coleman Engineering Company, Inc.; Fruehauf Trailer Com- 
pany; Magnetic Engineering & Manufacturing Company; 
Homer Manufacturing Company. 





SMALL METAL OBJECTS sucked into jet motors can ruin expen- 
sive aircraft. Grumman Aircraft Engineering Corporation, Beth- 
page, New York, is using a special combination motorized road 
sweeper equipped with a 48" non-electric magnet to clean its 
runway and hangar areas. Grumman officials have pointed out 
that “the sweeper picked up an amazing amount of debris,” 
even in areas that seemed to be clean. 


A DIFFERENT SOLUTION to the outdoor housekeeping problem 
was reached by Boeing Airplane Company, Seattie, Washington. 
Boeing turned to a huge motorized vacuum cleaner unit— 
actually, a cleaner pulled by a truck tractor. 





Now-sater safety shoes 


"QUILON” helps safety shoes resist acids, 
alkalies... protects against water and perspiration 


Du Pont “Quilon” chrome complex com- _ show that leathers properly processed with 
bines with the leather fibers to give you “Quilon” result in safer safety shoes. 
safety shoes that resist perspiration, strong That’s why many leading manufacturers 
acids and alkalies... protect against dam- arenow featuring safety shoes with the last- 
age caused by repeated wetting and dry- __ ing protection of new, versatile “Quilon”. 
ing. Yet the leather breathes! Look and ask for these safer, more prac- 


Extensive laboratory and wear tests tical shoes... right now! 


QUILON @mD 


RE f. 
Makes good leather perform better ris some 
; BETTER THINGS FOR BETTER LIVING 
«e+ THROUGH CHEMISTRY 


@ Du Pont supplies “Quilon” only to tanners, does not make leather or shoes. 





Safer Safety Shoes by 
HY-TEST 


A Division of International Shoe Company 


... featuring uppers processed with 
“Quilon” and neoprene soles and 
heels; exclusive anchor-flange steel- 
box toe; Bol Tan sweat- resistant 
leather insoles and Durisco mildew- 
proof treated linings. 





H 950 “4 


E.1. DU PONT DE NEMOURS & CO. (INC.), GRASSELLI CHEMICALS DEPARTMENT, WILMINGTON 98, DELAWARE 
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29. APE RRO kN corpaet 


Will Your 


What Extinguishers 
Need Testing? 


Extinguishers made to and installed in accordance 
with Interstate Commerce Commission specifications 
aren’t affected by the revised NFPA standard con- 
cerning hydrostatic pressure testing. 

All other extinguishers of these types, however, 
“shall,” under the new standard, be hydrostatically 
tested every five years: 

Chemical solution (soda-acid) units, hand 
or wheeled 

Cartridge-operated and stored-pressure type 
water and anti-freeze solution units 

Wheeled cartridge-operated anti-freeze 
solution units 

Wheeled wetting-agent units 

Foam units, hand or wheeled 

Loaded stream units, hand or wheeled 
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Extinguishers Explode ? 


IME WAS when hydrostatic pressure testing for 
‘ies varieties of fire extinguishers was recom- 
mended, but not required, In those days, the National 
Fire Protection Association and the National Board of 
Fire Underwriters simply suggested that these types 
of extinguishers “should” be tested every five years. 

That time is past, however. Now—with the approval 
last year of a revised version of NFPA Pamphlet No. 
10 (“Standards for the Installation, Maintenance, and 
Use of First Aid Fire Appliances”)—it’s officially 
stated that hydrostatic pressure testing “shall” be made 
of specified kinds of extinguishers every five years. 

The change in the standard was made necessary by 
experience. 

Properly cared for, approved extinguishers will last 
a long time. At the Underwriters’ Laboratories, North- 
brook, Illinois, for example, there were between 35 
and 40 extinguishers of the 21-gallon size when an 
OccuPATIONAL Hazarps editor dropped in last October. 

These were not test units. They had been installed 
for the same reason that any industrial firm or com- 
mercial building operator installs extinguishers—pro- 
tection against fire. 

UL saw to it that the extinguishers all were dis- 
charged, thoroughly washed out, and recharged at 
least once a year. Some of the extinguishers were more 
than 20 years old. Yet, because of the annual attention 
they had received, only one unit had to be discarded 
in the course of hydrostatic pressure testing. 

Not everyone takes such good care of his exti.- 
guishers. Some are argued into buying units that never 
have been passed by any testing organization. Some 
haven’t checked the condition of their extinguishers 
for years; the cases are corroded, or they’ve been 
weakened by the normal processes of metal fatigue and 
of rough handling. When such units have been put 
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JUNKIN 
SAFETY GUARDS 


SWINGING 
DIE CLOSURE 





Your SUREST Protection 
Against Press Accidents 


JUNKIN safety guards prevent 
press accidents, afford maximum 
protection, increase press produc- 
tion, lower insurance costs and 
generally improve plant morale. 
Make an investment in safety now 
Junkin Safety 


Guards for primary and secondary 


and investigate 


punch press operations. Write for 
free catalog "The Key 


to Protection”. 


SAFETY APPLIANCE CO. 
101 S. FLOYD ST. 
LOUISVILLE 2, KENTUCKY 





Circle No. 43 on reader service card 
46 





into emergency service, they’ve 
been known to blow apart with a 
loud bang. That’s bad for people 
in the vicinity, and it doesn’t do a 
fire a bit of good. 

Hydrostatic pressure testing 
makes sure that your extinguisher 
casings are in good enough shape 
to stand up when they’re needed. 

So what is hydrostatic pressure 
testing? 

The Fire Equipment Manufac- 
turers’ Association, Inc. (“Safety 
Code for Inspecting, Recharging, 
and Maintaining Portable Fire 
Extinguishers”), outlines it this 
way: 

“Pressure shall be applied at a 
rate-of-rise to reach 300 pounds 
per square inch in approximately 
one minute. 

“Pressure of not less than 300 
pounds per square inch and not 








HYDROSTATIC PRESSURE tests have 
been made mandatory by a revision 
of the NFPA standard on first aid 
fire appliances, as far as soda-acid, 
water, foam, and loaded stream ex- 
tinguishers are concerned, Here, a 
test is being run with the aid of a 
hand-operated pump. 


Illustrations for this article were fur- 
nished by Fyr-Fyter Company. 





more than 350 pounds shall be 
applied to hand types and a pres- 
sure of 400 pounds to wheeled 
types. 

“The extinguisher should be 
checked for leakage, distortion, or 
other signs of failure. 

“Pressure shall be held for one 
minute, after which pressure shall 
be released. 

“Any extinguisher which shows 
leakage, distortion, or other signs 
of weakness should be mutilated 
to the point where it could not be 
placed back in service, and then 
scrapped. 

“Extinguishers which do not 





PRACTI-KREME 





. . This combination skin pro- 
tector and cleaner has been used 
and proved to check dermatitis 
before it starts—for over 15 
years. Applied before work, it 
provides a flexible, fat-based 
coating over the skin. When 
moistened after work, Practi- 


Kreme cleans completely and 
quickly. 


NEW PHLO 
WATERLESS CLEANER 






- uick and easy to use, 
‘ebcteahaes hlo removes all in- 
dustrial soils. Containing both 
silicone and lanolin for double 
protection, it is milky white, 
smooth in consistency. New 
handy dispenser makes using and 
refilling a simple matter. an- 
agement and workers a 
there’s no better cleaner t 
Phlo Waterless. 





. . is a neutral skin protector 
rich in lanolin and now Pfortified 
with silicones. Magic silicones 
make Phlo bce oily tam ad- 
hesive, non-toxic. hlo is a 
most effective barrier against 
a irritants and soil. Try 

. . . then you’ll know Philo 
should be in your plant now. 


Write for free test samples today 
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show any of the faults noted may 
be recharged and returned to’ nor- 
mal service.” 

This outline, which was adopted 
by the association to be effective 
January 1, 1955, follows almost 
the exact wording of the NFPA 
standard in Pamphiet No. 10. 
There is one difference: the asso- 
ciation code calls for mutilating 
and scrapping all defective extin- 
guishers; the NFPA calls either 
for scrapping (without mutilation) 
or for having the defective units 
“returned to the manufacturer for 
repair.” 

How is the test made? 

First, warns the NFPA, air 
pressure never should be used in 
hydrostatic testing, since the ex- 
tinguisher will blow apart if it 
proves to be defective. 

Second, special apparatus is re- 
quired: (a) a hand or power 
hydrostatic pump that preferably 
can produce pressure at least equal 
to twice the test pressure required ; 
(b) a flexible connection which is 
attached to the pump and which 
has a fitting that can be attached 
to the extinguisher; (c) a cali- 
brated pressure gauge that prefer- 
ably can measure at least twice the 
amount of the test pressure; (d) 
whatever valves and fittings are 
necessary to regulate and main- 
tain test pressures; (e) a substan- 
tial safety shield, to be set up 
between the extinguisher and the 
pump operator. 

There’s a note in Pamphlet No. 
10 on the (b) item: “It is prefer- 
able that this be a clamp type 
fitting capable of connection to 
the discharge nozzle of the extin- 
guisher so as to test complete 
extinguisher assembly including 
the hose, except on wheeled units 
in which case the nozzle is re- 
moved and complete remaining 
assembly (including hose) is 
tested.” 

Third, the extinguisher must be 
emptied and thoroughly washed. 
Internal parts must be removed. 

Fourth, the extinguisher is filled 
with water—and it’s important to 
see that there’s no air left in the 
unit during the test, since what 
the NFPA calls “violent rupturing” 
may result if the extinguisher 
proves unsound. 


Fifth, the extinguisher is coupled 
Continued on page 48 
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How To Take it Easy... 
AND STILL CLEAN MORE! 


Replace costly tiresome mop-pail-and-ladder methods 
with AMERICAN Floor Machines and Vacuums ! 


No, not as easy as sitting in a chair—but 
when you use modern versatile American 
Machines every floor cleaning and off-floor 
dusting job goes fast and easy! And every 

day ends with plenty of left-over energy and 

a new feeling of accomplishment. Workers are 
happier, the job done sooner, everything 
cleaner, and costs are lower! 


You can do 10 different jobs with the American 
Floor-King-—from scrubbing and waxing 
floors to shampooing rugs and grinding 
concrete! The American Vac-King also 
delivers outstanding performance, wet or dry 
pick-up for floors, rugs, off-floor cleaning. 
Write for buying facts and free demonstration. 


Floor machines from 
13” to 23” brush sizes; 
vacuums from 3 to 55 
gallons. 


The Lincoln Auto Scrubber 
... for completely auto- 
matic floor cleaning, does 











five jobs: spreads solution, | American Floor Machine Co, - | 
scrubs, rinses, picks up, | 562 So. St. Clair St., Toledo 3, Ohio 
dries. Five models for all { ) Send product literature on American Floor-Kings and | 
floor sizes. | Vac-Kings 
| { Please arrange for free demonstration of floor machines and | 
- | vocs by a mointenence expert. No obligation. | 
BORIC RIS | es... cakes od aes | 
FLOOR MACHINE CO. DF Pn... <scvassceulickss tals de scouhaieaccsnaaae | 
ESTABLISHED tees | 
——— Geveal. . cccveccccesccsdbscocecsedecdosegtebeoss seenees 
562 So. St. Clair St. Toledo 3, Ohio | | 
| GRBs. vacccowecccddastedeneee Divas ccccceesoce r 
Lt 


PERFORMANCE PROVED MAINTENANCE MACHINES @ SALES AND SERVICE IN PRINCIPAL CITIES 
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Announcing the 


R 
*paTENTS APPLIED He i 


G. H. PACKWOOD MFG. CO. 
Manufacturing Chemists 
1551 Tower Grove Ave. 

St. Louis 10, Mo. 








i Company 

J Address 

I city State i 

(Rem cee me cee ee ee 

LOOK FOR THE PAX ROOSTER——OVER THIRTY YEARS OF SERVICE TO INDUSTRY 
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EXTINGUISHERS 


Continued from page 47 





to the flexible connection and put 
behind the safety shield. 

From this point on, the rules 
already quoted from the Fire 
Equipment Manufacturers’ Asso- 
ciation code apply. 

Any extinguisher that passes 
the hydrostatic pressure test must. 
under the NFPA standard, be 
marked with a tag made of metal 
or some other equally durable 
material. Three bits of information 





“A door ran ‘ato me!" 





must be recorded on the tag: the 
date the test was; made; the pres- 
sure used in the test; the name or 
initials of the person who made 
the test. 

Not just anybody can run a 
hydrostatic test. Pamphlet No. 10 
lists four possible testing agencies: 
(1) the extinguisher manufac- 
turer; (2) a competent service 
agency; (3) a qualified testing 
laboratory; (4) the user of the 
extinguisher — provided he has 
trained people and proper equip- 


ment available. @ © 





Plant hydrants .. . 


The Factory Insurance Associa- 
tion recommends that hydrants be 
placed on factory underground 
water systems every 250-300 feet. 
Whenever possible hydrants should 
be set at least 50 feet from build- 
ings to prevent firemen from 
being struck with falling debris 
and from being exposed to ex- 
cessive heat. 











IN THEIR HANDS 


Help them to help you 
PREVENT ACCIDENTS 


The National Safety Council says that 
safety messages which get read do help 
to reduce accidents. One of your prob- 
lems is seeing that they get read. 


Here's two-way help 
for your safety program 


AJAX Cups can help . . . because they 
put their imprinted safety messages 
right in your worker’s hand, several 
times a day, at just the moment he is 
relaxed, receptive, most likely to read. 


Plus the fact that these crisp, clean 
AJAX Cups provide the most conven- 
ient, comfortable drinking water serv- 
ice, boost employee morale, and reduce 
the hazard of transmitted infections. 


AJAX® CUPS — wedge- 
shaped, easy to hold, dis- 
pense open, ready to 
drink from; in 4, 6 and 
7 oz. sizes, imprinted 
with assorted stock safe- 
ty messages at no extra 
cost—or your own mes- 
sage to order. 


AERO® CUPS — for those 
who prefer a flat-bottom 
cup; in 3, 4, 5 and 6 oz. 
sizes. Also with stock 
safety messages or your 
own message to order. 


Get the full story —ask your 
Paper merchant or write us today for 
folder giving full details about AJAX 
and AERO Cups and equipment. 


iy UNITED STATES 
ENVELOPE COMPANY 


General Offices: 
Springfield 2, Massachusetts 
15 Divisions from Coast to Coast 
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| CESCO...richt—serore Your EYES! 


4 














A /\f New CESCO 
w© plastic frame safety 


Comfort Bridge 
lasse WITH ULTRA-MODERN 
LENS STYLE 


safety glasses 

e These new CESCO plastic frame 
safety glasses with the F7 shape 
lenses are not only superior 

in the safety glass field 

fiom the standpoint of fit 
and comfort, but many Gay 
users prefer their shape and 
style to that of most personal 


New CESCO 
plastic frame 
safety glasses are 

available in 3 sizes: 
No. 375 e 44x37mm. 
No. 376 ¢ 46x39mm. 
0.377 « 48x4lmm. 

















Sideshield 
Comfort Bridge 
safety glasses glasses. 


In addition to their fine appear- 
ance, these safety glasses have 
many outstanding features. Among 
them are: 



















Frames are rigid and will retain original shape without bowing 


Choice of 2 colors — opaque slate( bluish gray) to eliminate light reflection, 
or translucent flesh 


Nosepads are broad bearing to give comfortable distribution 


of weight 
LITE-KLIP Lenses are interchangeable — the same lens fits either 
safety glasses right or left side 


Available in three sizes 


CHICAGO EYE SHIELD COMPANY > 2308 Warren Boulevard, Chicago 12, Illinois 
OFFICES IN: Atlanta, Baton Rouge, Birmingham, Boston, Buffalo, Cincinnati, Cleveland, 
Columbus, Dallas, Denver, Detroit, Houston, Kansas City, Knoxville, Little Rock, 
Los Angeles, Louisville, Mexico City, D.F., 
Milwaukee, Montreal, Orange, Peoria, 
Philadelphia, Pittsburgh, Salt Lake City, ASK your CESCO Safety 
San Mateo, Spokane, St. Louis, Equipment Distributof¥ 
St. Paul, Toledo, Tulso to show you the new modern 
plastic frame safety glasses 
with the F7 lens—and the many 
other safety glasses and goggles 
in the complete CESCO line 


(ESto. AA. FOR SAFETY 























Flexible 
plastic goggles 
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Look for the 
Silvabestos label 


it’s your guarantee of longer wear 
and greater comfort in safety garments. 





Wearing Silvabestos gloves, workman safely removes heated bricks from furnace port. 


Safety garments of new R/M 





weigh less, last longer, reduce employee fatigue 


With R/M’s revolutionary new Silva- 
bestos coated cloths, manufacturers can 
make safety garments that are lighter, 
yet still provide superior protection. 
Such clothing is more comfortable and 
less fatiguing to wear. And it far outlasts 
the kind using uncoated cloths of com- 
parable weight—up to 3 times longer! 


The reason is that after being sub- 
jected to high temperatures for pro- 
lenged periods, ordinary uncoated 
asbestos cloths tend to lose their tensile 
strength. The Muffle Furnace Test—a 
standard industry procedure for check- 
ing the qualities of materials for use in 
safety garments—has shown that Silva- 
bestos coated asbestos cloths have 27 
to 56% greater retained tensile strength 


than similar uncoated cloths. The 
Wyzenbeck Wear Tester has shown 
that it has 39 to 249% greater resistance 
to frictional wear than ordinary cloths. 
And the Abradoflex Test Machine, 
which simulates normal wear conditions, 
discloses a wear improvement factor 27 
to 297% higher than that of other fabrics. 
(Note: Since Silvabestos has only 
moderate reflectivity, it should not be 
used in contact with open flame. It is 
not a substitute for mirror-bright alu- 
minum-finished asbestos cloth.) 


Raybestos-Manhattan originated the 
aluminum-resin coating process which 
makes possible the superior character- 
istics of Silvabestos. Complete Wyzen- 
beck, Abradoflex, and heat resistance 
test data will be furnished on request. 


Raybestos-Manhattan does not make safety garments — only the cloth for fabricating them. 
Send for list of leading manufacturers making safety clothing from genuine R/M Silvabestos. 





RAYBESTOS-MANHATTAN, 


ASBESTOS TEXTILE DIVISION, MANHEIM, PA. 


FACTORIES: Manheim, Pa.; Bridgeport Conn.; No; Charleston, S.C.; Passaic, N.J.; Neenah, Wis.; Crawfordsville, Ind.; Peterborough, Ontario, Canada 





Mutffle Furnace Test. In this TIP 
throughout industry for checking the quali- 
ties of safety garment materials—R/M Sil- 
vabestos coated asbestos cloth was checked 
against ordinary asbestos fabrics. Compari- 
sons were made between original and re- 
tained tensile strengths to show the amount 
of heat degradation. Silvabestos showed 27 
to 56% greater retained tensile strength. 


INC. 








RAYBESTOS-MANHATTAN, INC., Asbestos Textiles « Laundry Pads and Covers « Mechanical Packings » Brake Linings * Brake Blocks + Clutch Facings « Rubber Covered 
Equipment « Industrial Rubber + Engineered Plastics « Sintered Metal Products « Industrial Adhesives + Abrasive and Diamond Wheels « Bowling Balls 
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PLANT FIRE 






























Nuclear energy takes over 


“Give us those 
FIVE PRECIOUS MINUTES! , 





the fire wat h... 


7 V eo Pe me" ¥ 


ge See 













PYR-A-LARM A few brief 


minutes and a microscopic spark 
can ignite fresh fuel and become a 
dangerous, destructive fire. Fire 
officers know this but are powerless 
to act until the alarm is given. 


Nuclear research now provides 
the solution to saving those vital 
minutes. PYR-A-LARM, the nuclear 
energized pre-detection system re- 
acts to the invisible products of 
combustion—signals the alarm long 
before conventional thermal devices 
can function. 


Each PYR-A-LARM detector head 


contains an outer detecting chamber, 
an inner reference chamber and a 
cold cathode tube. The air in both 
chambers is made conductive by 
special radio-active foils. Combus- 
tion products entering the outer 
chamber upset the electrical balance 
between the two chambers, trig- 
gering the cold cathode tube. The 
tube relays the signal to control 
cabinets which actuate audible and 
visible alarms, release extinguisher 
systems, shut down equipment, and 
perform other functions. Approved 
by Underwriters Laboratories Inc. and 
Factory Mutual Laboratories. 











eeeeeeoeao oe eeoeweeeeeeeeeeeeeeee8 

© PYROTRONICS, Post Office Box 390, Newark, W. J on 6.87 ° 

© (J Kindly send literature describing PYR-A-LARM. 7 

s () Please contact me fo arrange a demonstration in my office. “ 

AMONG ORGANIZATIONS WHICH RELY BO ee at is eee ie i nee > 

ON PYR-A-LARM PROTECTION ARE: . ET i, MR OAR Pa) Ber ah Ts : 

Douglas Aircraft Co. Tung Sol Electric, Inc. © ADDRESS... “ANeiie hee ea 
Convair Div., General Dynamics Corp. U. S. Bureau of Standards ° agaeggaa? ™ 
New York Transit Authority U. S. Department of the Navy o CIY........., er sehieeceuceeeessercenees STATE. ...... 0... 2008 ° 
Southern Railway Westinghouse Electric Corp. eeeeeeeeeeeeeeeeeeeeneeeeeeees 
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Directory of Companies 


Advertisers in this section listed in BOLD FACE 





in the 
fire-fighting 
equipment 
field 








A 


Acme Protection Equipment Co. ...........---- 68 
1207 Kalamazoo St., South Haven, Mich. 

S. G. Adams Co. 
924 Olive St., St. Louis 1, Mo. 


Se Wes RG Sng Oa co. 6 ween ee ba bislee 92 
Avoca, N. Y. 
ER Pes Pos ae ee ee 88 


P. O. Box 474, Woodbridge, N. J. 


Akron Brass Mfg. Co. 

Wooster, Ohio 
W. D. Allen Mfg. Co. 

566 W. Lake St., Chicago 6, Ill. 
Aluminum Ladder Co. ................ ie a 

346 Carbis St., Worthington, Pa. 
American District Telegraph Co. 

155 Sixth Ave., New York 13, N. Y. 
American Emblem Co., Ine. 

P. O. Box 116, Utica 1, N. Y. 
American Fire Pump Co. 

803 Main St. Rd., Battle Creek, Mich. 
American LaFrance Corp. 

Elmira, N. Y. 
American Optical Co. 

Southbridge, Mass. 


American Rubber Mfg. Co. 
1145 Park Ave., Oakland 8, Calif. 
American Safety Tank Co. 
3937 Main St., Kansas City 11, Mo. 
Ampco Metal, Ine. 
Milwaukee 46, Wis. 
Ansul Chemical Co., Fire Equipment Div. ....... 82 
Marinette, Wis. 


Aquadyne Corp. 
89 Terminal Ave., Clark, N. J. 


Ardmore Products Div. of Ameo. 
2040 W. Carroll Ave., Chicago 12, Ill. 


Arguslite Co. 
Blue Ridge Summit, Pa. 
Army’s Fire Service 
Old Forge, N. Y. 
Atlas Safety Equipment Cw., Inc. 
27 Warren St., New York 7, N. Y. 
Auld-Crafters, Inc. 
403 S. High St., Columbus, Ohio 
Autocall Co. 
Shelby, Ohio 
Automatic Sprinkler Corp. of America 
Box 360, Jones & Brittain Sts., Youngstown, Ohio 


Award Incentives, Inc. 
200 William St., New York 38, N. Y. 


B & M Siren Mfg. Co. 
763 E. Pico Blvd., Los Angeles 21, Calif. 
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Badger Fire Extinguisher Co. 
Foot of Chase St., Methuen, Mass. 
Bar-Way Mfg. Co. 
Stamford, Conn. 
Beacon Falls Rubber Footwear 
Main St., Beacon Falls, Conn. 
John Bean Div., Food Machinery & Chemical Corp. 70 
1305 S. Cedar St., Lansing 4, Mich. 
Bemis Bros. Bag Co. 
610 S. 4th St., Minneapolis 15, Minn. 
Bendix Radio Div. of Bendix Aviation Corp. 
Baltimore 4, Md. 
Benjamin Electric Mfg. Co. 
Northwest Hy. & Seegers Rd., Des Plaines, Ill. 
Bennett Mfg. Co. 
Railroad St., Alden, N. Y. 
Beryllium Corp. 
Reading 17, Pa. 
Bi-Lateral Fire Hose Co. 
20 N. Wacker Dr., Chicago 6, Ill. 
V. H. Blackinton & Co., Inc. 
Attleboro Falls, Mass. 
Blackmer Pump Co, 
1809 Century, S.W., Grand Bapids 9, Mich. 
Blaw-Knox Co., Automatic Sprinkler Dept. 
$29 Beaver Ave., Pittsburgh 33, Pa. 
Blitz Buggy Co. 
Main St., Old Forge, N. Y. 
Boardman Co. 
P. O. Box 1152, Oklahoma City 1, Okla. 
Bomgardner Mfg. Co. 
1384 Hird Ave., Cleveland 7, Ohio 
Boston Woven Hose & Rubber Co. 
P. 0. Box 1071, Boston 3, Mass. 
C. G. Braxmar Co., Ine. 
216 E. 45th St., New York 17, N. Y. 
Brooklyn Fibre Broom Co., Inc. 
17 A Dinsmore Place, Brooklyn 8, N. Y. 


Stewart R. Browne Mfg. Co., Inc. ............ . 60 
258 Broadway, New York 7, N,. Y. 
Buffalo Fire Appliance Corp. .............. i. ae 


221 Crane St., Dayton 1, Ohio 
E. D. Bullard Co. 


2630 Bridgeway, Sausalito, Calif. 


Cc 
C. D. Pike & Fire Hook Mfg. Corp. 


207 Orange St., New Haven 10, Conn. 
Cairns & Brother, Ine. 
854 Bloomfield Ave., (Allwood) Clifton, N. J. 
Carbisulphoil Co. 
2917 Swiss Ave., Dallas 4, Tex. 
Cardox Corp. aly 6 dice oh MAS « FOES dean’ ck hae Ss 56 
307 N. Michigan Ave., Chicago 1, Ill. 
Carpenter Mig. Co, 
236 Bradley St... Somerville 45, Mass. 























Just install the 


CHICAGO 


° Positive 
° Easy to | 


{ 


lnstall YY 
° Low Priced 


& m 
©°a Protection 
Against FIRE - THEFT - SABOTAGE 


The CHICAGO Watchclock System enables the 
watchman to prove that he’s made his appointed 
rounds. The daily-dial records earn users of the 
CHICAGO Watchclock system reduced insur- 
ance rates. (Quickly pays for itself)... Used all 
over the world... APPROVED by the Under- 
writers’ Laboratories and by the Factory 
Mutuals Laboratories. 


Write today for Illustrated Folder and Prices 
The first—and still the first 


CHICAGO WATCHCLOCK 


DIV. GREAT LAKES INDUSTRIES, INC. 
1532 South Wabash Avenue, Chicago 5, Illinois 
Offices in Principal Cities 


@eeeeeese eevee eeveeeeeee2e202020280800 





Circle No. 50 on reader service card for more information 


54 








Celanese Corp. of America Page 
180 Mcdison Ave., New York 16, N. Y. 

Central Station Signals, Inc. 
53 W. 23rd St., New York 10, N. Y. 

Chesebrough-Pond’s, Inc. 
380 Madison Ave., New York 17, N. Y. 


Chicago Watchclock Div. of Great Lakes Industries 54 
1532 S. Wabash Ave., Chicago 5, Il. 
Cireul-Air Corp. 
575 E. Milwaukee Ave., Detroit 2, Mich. 
Collins Co. 
Collinsville, Corn. 
Continental Hospital Industries 
18624 Wetroit Ave., Cleveland 7, Ohio 
Cooley, Inc. 
101 Broadway, New York, N. Y. 
Coppus Engineering Corp. 
Worcester, Mass. 
Cotton Goods Mfg. Co. 
216 N. Clinton St., Chicago 6, Il. 
S. H. Couch Co., Ine. 
N. Quincy 71, Mass. 
Curtiss-Wright Corp. 
Carlstadt, N. J. 
Cycle-Flo Co 
986 Bridgeport Ave., Milford, Conn. 


C. R. Daniels, Inc. 

Daniels, Md. 
W. S. Darley & Co. 

2810 Washington St., Chicago 12, Tl. 
A. C. Davenport & Son, Inc. 

311 Des Plaines St., Chicago 6, Tl. 
David’s Gloves, Inc. 

21 W. Pleasant St., Springfield, Ohio 
Davis Emergency Equipment Co., Inc. 

45 Halleck St., Newark 4, N. J. 
a a ae ee et ee ee 75 

76 Varick St., New York 13, N. Y. 
Dieges & Clust 

17 John St., New York 8, N. Y. 
George W. Diener Mfg. Co. 

427 N. Monticello Ave., Chicago 24, II. 


Duo-Safety Ladder Corp. 
809-13 Ninth St., Oshkosh, Wis. - 


E & J Mfg. Co. 
100 E. Graham Place, Burbank, Calif. 
ee "ORE... sasigns's « bb aiie.s He Re eal 88 
Wellsburg, W. Va. 
Eastern Metal of Elmira 
130 Harrison St., Elmira Heights. N. Y. 
Samuel Eastman Co., Ime, .... 22.20. ccc scenes 72 
Concord, N. H. 
Edwards Co., Inc. 
Norwalk, Conn. 
Electric Cord Co. 
21 Spruce St., New York, N. Y. 
Elkhart Brass Mfg. Co., Ine. 
1302 W. Beardsley Ave., Elkhart, Ind. 
Elliott Service Co. 
30 N. Mac Western Pkwy., Mt. Vernon, N. Y. 
Emergency Aids Co. 
3444 N. Clark St., Chicago 13, Tl. 
J. H. Emerson Co. 
22 Cottage Park Ave., Cambridge 40, Mass. 


Continued on page 56 
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FYR-FYTER’S NEW... 
PRESSURIZED INSTANT wihKARBALOY 





kills both class “A” and class “B” fires! 


Now you can have Karbaloy in a new, pressurized Instant Extinguisher! 
Press-lever control makes operation easier... conserves charge. Just 
press lever to start stream, release lever to stop! Instantly, amazing 
Karbaloy responds in a 40-ft. stream, killing roaring fires in one-third 
the time required by ordinary chemicals including water. 

Non-freeze, non-toxic Karbaloy puts out more fire faster with less 
liquid, and also stops flashbacks in wood and rubber fires. Karbaloy 
fireproofs as it extinguishes! It is also highly effective on Class B incipient 
fires in gasoline, grease, oil and paint. 

Instants are standard equipment on patrol cars covering the nation's 
major thruways, and on the truck-tractors of the major motor carriers . . . 
they are also the predominant extinguisher in underground mines, ware- 
houses, lumber yards, piers, docks, ships and grain elevators. 

No annual recharging is required! Any source with 125 lb. air pres- 
sure can be used for pressurizing. Instants are virtually the most effective 
Class A extinguisher of their type! Write today for complete information. 






| a 





Divisio ™ COMPANY : 
221 CRANE STREET, DAYTON 1, OHIO : Stainless Steel, 2/2 gal. 
Branches: New York, Boston, Philadelphia, Chicago, Atlanta, ‘ey P 
Dallas, San Francisco, Los Angeles, Portland, Seattle a aes g *; rr ny 9 ~~ 
REPRESENTATIVES IN PRINCIPAL CITIES oh. Rating ’ 
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REDUCING 
FIRE LOSSES... 


When Carbon Dioxide 
is the Solution 


CARDOX' 


Is the Answer 


@ Thousands 
of Proven 
Installations 


@ Recognized and 
Approved by All 
Insurance and Fire 
Protection Groups 


* CARDOX Low Pressure 
Carbon Dioxide Fire 
Extinguishing ogee 


Covered by U.S. and 
Foreign Patents, Issued 
and Pending. 


CARDOX 


307 N. Michigan 
District 








CARDOX Low Pressure Carbon 
Dioxide Fire Extinguishing Systems are 
“specified” protection in hundreds of 
plants —big and little. Providing all the 
advantages of low pressure carbon diox- 
ide —immediate extinguishment, no 
extinguishing damage, unlimited quan- 
tities of carbon dioxide, uninterrupted 
protection under all conditions— 
CARDOX Systems are backed by the 
engineering experience of thousands 
of proven installations where low pres- 
sure carbon dioxide offers so many 
unequalled advantages. You can’t buy 
better protection for critical hazards! 
Write for a survey of your particular 
hazards today. 


CORPORATION 


Ave. © CHICAGO 1, ILLINOIS 
Offices in Principal Cities 





CONVERT 
USED DRUMS 
INTO 
SAFE, ECONOMICAL 
REFUSE 
CONTAINERS 









Oni 





2144 Winchell Ave. 


inators. of the Corrugated. Can” 


VITT ORNICE 


NEW 


WITT 


BiG TOP 


self-closing 


Drum Lid 


For 55 gal. drums 


Reduces fire hazards, 
encourages plant 
cleanliness. 22 ga. 
steel. Lid has 24” LD. 
with flap opening. 
12%” x 14%”. 
large enough to push 
in bulky items and 
other shovel-in trash 
from any angle! New 
Drum Kit (Lid, Dolly, 
Handles) converts 
drums or wooden bar- 
rels to mobile con- 
tainers. Write today 
for complete line cata- 
log including Oily 
COMPANY Waste Cans, 
Cincinnati 14, Ohio 
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COMPANIES 


Continued from page 54 





Estwing Mfg. Co. 

2647 Eighth St., Rockford, Til. 
Ex-Cell Metal Products, Inc. 

2037 W. Churchill, Chicago, Il. 


Exide Industrial Div., Electric Storage Battery Co. 81 
Philadelphia 2, Pa. 


Page 


Fabric Fire Hose Co. 

Sandy Hook, Conn. 
Fairbanks, Morse & Co. 

600 S. Michigan Ave., Chicago 5, Ill. 
Wattom Albee Sak, We. 65 kb av oe bee See 60 

243 Broad St., Summit, N. J. 
Federal Fire Hose Mfg. Co. 

1532 W. 132nd St., Gardena, Calif. 
Federal Sign & Signal Corp. 

8735 S. State St., Chicago 19, II. 
Fenwal, Inc. 

Pleasant St., Ashland, Mass. 
Firewater Co. 

1 First St., Los Altos, Calif. 
Frank Mfg. Co., Inc. 

101-111 W. Main St., Mentone, Ind. 














ee SE eer rere ae 66 
Box 419, Dubuque, Ia. 
Printing plant hazard . . . 

As is common in printing plants and typesetting 
shops, a linotype operator was cleaning his machine 
keyboard with gasoline. The can stood open beside 
him. Fumes from the gas reached the pilot light of 
the linotype. The flashback set the can of gas on 
fire. Result: a severely burned operator, A safety 
solvent would have prevented the injury. 

Fuller Brush Co. 
3580 Main St., Hartford 15, Conn. 

Fulton Bag & Cotton Mills 
1400 Annunciation St., New Orleans 13, La. 

UME CUMS GN Siac es cae euwheeees 78 
121 E. Main St., Newark, Ohio 

PT S's SWE AN ee IIS 6 5 BERS 55 


221 Crane St., Dayton 1, Ohio 


G 


Gamewell Co. 

Newton Upper Falls 64, Mass. 
General Detroit Corp. 

110 Mt. Elliot St., Detroit 32, Mich. 
General Electric Co. 

166 Broad St., Fitchburg, Mass. 
General Pacific Corp. 

8740 Washington Blvd., Culver City, Calif. 
Globe Automatic Sprinkler Co. 

2035 Washington Ave., Philadelphia 46, Pa. 
EE RN OY LIE ER een 93 

125 Sunrise Place, Dayton 7, Ohio 
Globe Mfg. Co. 

Pittsfield, N. H. 
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Goodall Rubber Co. 

438 Whitehead Rd., Trenton 4, N. J. 
B. F. Goodrich Industrial Products Co. 

500 S. Main St., Akron 18, Ohio 
Goodyear Tire & Rubber Co., Inc. 

Akron 16, Ohio 
Goshen Mfg. Co., Inc. 

10th & Reynolds Sts., Goshen, Ind. 
Grimes Sprinkler Div., Raisler Corp. 

129 Amsterdam Ave., New York 23, N. Y. 
Grinnell Co., Ine. 

260 W. Exchange St., Providence, R. I. 


Hale Fire Pemp Co. 
708 Spring Mill Ave., Conshohocken, Pa. 
A. E. Halperin Co., Ine. 
75 Northampton St., Boston, Mass. 
Clifford B. Hannay & Co., Inc. ..............-.- 66 
Westerlo, N. Y. 
Hewitt Robins, Inc., Hewitt Rubber Div. 
666 Glenbrook Rd., Stamford, Conn. 
Holcomb Safety Garment Co. 
118 Jefferson St., Chicago 6, Il. 
Wm. E. Hooper & Sons Co. 
Juniper & Cherry Sts., Philadelphia 7, Pa. 
ae nD Ce ieewad ee sb ws 61 
303 W. Lehigh Ave., Philadelphia 33, Pa. 
Howe Fire Apparatus Co. 
Anderson, Ind. 


Independent Protection Co., Inc. 
Goshen, Ind. 
Industrial Home for the Blind 
57 Willoughby St., Brooklyn 1, N. Y. 
Industrial Gloves Co. 
Danville, Tl. 
Industrial Products Co. 
2826 N. Fourth St., Philadelphia 33, Pa. 
Industrial Safety Specialties Co., Inc. 
Maple & Lawn Aves., Sellersville, Pa. 
Ingersoll-Rand Co. 
11 Broadway, New York 4, N. Y. 


Janesville Apparel Co. 

216 N. Franklin St., Janesville, Wis. 
Jaxco, Ine. 

Sturtevant, Wis. 
Johnson-National Insignia Co., Inc. 

10 Maiden Lane, New York 38, N. Y. 
SOR ee CRS F955 8 PRE ee 80 

2625 Park Blvd., Palo Alto, Calif. 
Junkin Safety Appliance Co., Ine. 

3121 Millers Lane, Louisville, Ky. 
Justrite Mfg. Co. 

2061 N. Southport Ave., Chicago 14, II. 


K 


Kalamazoo Mfg. Co. 

1827 Reed St., Kalamazoo, Mich. 
Walter Kidde & Co., Inc. 

557 Main St., Belleville 9, N. J. 
Kinnear Mfg. Co. 

130 Fields Ave., Columbus 16, Ohio 
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M. L. SNYDER & SON, INC. 


THE "STEMPEL" LINE 


We manufacture extinguishers with Under- 
writers’ Laboratory Label — from copper 
Soda and Acid, Foam, Plain Water or 
Anti-Freeze to CO,'s, Pump Tanks, and 
Foam Generator, including Powder, Fire 
Extinguisher Parts and Recharges for all 
makes, Also rubber articles — from coats 
and suits to gloves. We give you a full. 
well-rounded line from Fire Hose to Boots. 


WRITE US 
OUR PRICES ARE LOW 


2436 North Jasper St. Philadelphia 25, Pa. 











For Stretcher Case — or any cese 
FIRST IN FIRST AID is the 


Timmins 


Spt” 


It completely immo- 
bilizes the injured arm, 
leg, back, neck, ankle, 
or other members of 
the body and assures 
safe removal of the in- $] .5C 
jured person from the per set 
scene of the accident. F.0.8. OMAHA 
Yet it’s so easy to use. 
Try a set and see. 


Money back guarantee. 
Easy to order—Just write to: 


= *e 
TEEQREPREEDS spur co. 


2126 Cuming St. Omaha, Nebr. 
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Pump: 
Wont slop ~~ 


INDUSTRIAL LIOU10§ 


Get rid of antiquated methods 
such as pouring, drawing, siphon- 
ing, spigoting. Install Tokheims! 
These high-vacuum pumps are in- 
valuable in maintenance and pro- 
duction work; they help build a 
barrier against fires and accidents, 
halt waste, speed production, and 
improve housekeeping. 
Tokheims deliver up to 20 gal- 
lons pet 100 strokes. No piston 
to leak, stick, or freeze. Available 
qceceyge with hose or spout outlets. 


both back and 
forward strokes. 





Call your dealer, or Tokheim 
| representative; write for litera- 
,; ture—and approved liquid list. 


JPKHEIM 


HAND PUMPS 


Alternate materi- 
als are available 
for special liquids. 


General Products Division 
TOKHEIM CORPORATION 
IGNERS AND BUILDERS OF SUPERIOR EQUIPMENT 
Sap e SINCE 1901 Fort Weyne 1, Indiene 





Leiden, Hotiend — GenPro, inc, Shei , ind. 
fectory ee ay ws  hiiarh Street, Sen Frencisce 3, Colifornia 
In Conada: Toxheim. ef Canada, 205 Yonge St. ferento, Ont 





BY POPULAR 
DEMAND! 


UNIT No. 1J—Heavy duty 
cast aluminum JUMBO canis- 
ter, attractive eye-catching 
metal sign, upright and heavy 
weighted base. 42” high, 
wt. 26 Ibs. 


UNIT No. 2J—Same as 
above except without upright 
and base. For mounting on 
walls, posts, columns or moa- 

PRESENT chines. Wt. 6 Ibs 
SIPCO USERS! 


Order NEW JUMBO UNIT No. 3J—(not_ illus- 


Size canisters sep- troted)— i 
arately. They are ated)—Canister alone with 
interchangeable Mounting bracket. 

with your present 


Standard size units. WRITE FOR ILLUSTRATED FOLDERS 


D7 TANOARD Znoustan P rivitis LZ. 


DEPT.M @ 920N. GARFIELD AVE. @ PEORIA, ILLINOIS 
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F. H. Lawson Co 
Evans & Whateley Sts., Cincinnati 4, Ohio 


M & H Valve & Fittings Co. 

P. O. Box 909, Anniston, Ala. 
Mack Trucks, Inc., Fire Apparatus Div. 

1355 W. Front St., Plainfield, N. J. 
Mann Edge Tool Co. 

P. O. Box 351, Lewistown, Pa. 
Mars Signal Light Co. 

4322 W. Chicago Ave., Chicago 51, Il. 
Jas. H. Matthews & Co., Inc. 

3803 Forbes St., Pittsburgh 13, Pa. 
Maxim Motor Co. 

170 Wareham St., Middleboro, Mass. 
Julian A. McDermott Corp. 

1639 Stephen St., Ridgewood 27, I 
B. F. MeDonald Co. 

§721 W. 96th St., Los Angeles 45, Calif. 
McGill Mfg. Co. 

650 N. Campbell St., Valparaiso, Ind. 
F. N. McIntire Co. 

377 Putnam Ave., Cambridge, Mass. 
Medical Supply Co. 

1027 W. State St., Rockford, Ill. 
Mercer Rubber Co. 

140 Mercer St., Hamilton Square, N. J. 
Metal Arts Co., Inc. 

742 Portland Ave., Rochester 21, N. Y. 
Metallic Ladder Mfg. Corp. 

2 Sheldon St., Randolph, N. Y. 
Midwestern Mfg. Co. 

Mackinaw, III. 
Midwest Oxygen Equipment Co. 

1664 W. Ogden Ave., Chicago 12, Ill. 
Mine Safety Appliances Co. 

291 N. Braddock Ave., Pittsburgh 8, Pa. 
Mixnesota Mining & Mfg. Co., Reflective Sheeting Div. 

940 Faquier Ave., St. Paul 6, Minn. 
Monsanto Chemical Co., Organic Div. .......... 69 

800 N. 12th St., St. Louis, Mo. 
Motorola, Inc. 

4501 W. Augusta Blvd., Chicago 51, Til. 


Mueller Co. 
2501 Chestnut St., Chattanooga, Tenn. 


National Alarms Corp. 


Scott, La. 
National Foam System, Inc. 


Union & Adams Sts., West Chester, Pa. 
Neep Equipment Co. 
326 N. W. Broadway, Portland 9, Ore. 


Newark Ladder & Bracket Co., Inc. 
Walnut & Central Aves., Clark (P. O. Rahway}, N. J. 


Chas. Niedners Sons Co. 
10-20 James St., Malden 48, Mass. 


Notifier Corp. 
239 South Lith St., Lincoln 8, Neb. 


J. F. Novak Co. 
2701 Meyer Ave., Cleveland 9, Ohio 


°o 


Oren Roanoke Corp. 


1201-09 W. Salem Ave., Roanoke, Va. 
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D. W. Onan & Sons, Ine. 
University Ave. & 25th St., S.E., Minneapolis 14, Minn. 
Guileepedic Frame Ca. oi ws. ccc ccc nscvcccee 
420 Alcott St., Kalamazoo, Mich. 


P 
Pac-Kit Co. 
P. 0. Box 1306, Greenwich, Conn. 
Parco Products Co. 
Pennsburg, Pa. 
Peerless Pump Div., Food Machinery & Chemical Corp. 
301 West Ave. 26, Los Angeles 31, Calif. 
Perkins Battery Co. 
1601 Monroe St., York 2, Pa. 
Phister Mfg. Co. 
621 E. Pearl St., Cincinnati 2, Ohio 
C. D. Pike & Fire Hook Mfg. Co. 
207 Orange St., New Haven 10, Conn. 
Peter Pirsch & Sons Co. 
1308—35th St., Kenosha, Wis. 
H. K. Porter, Inc. 
74 Foley St., Somerville 43, Mass. 
Porto Pump, Ine. 
19735 Ralston Ave., Detroit 3, Mich. 
Powhatan Brass & Iron Works, Inc. .... 
Ranson, W. Va 
Prairie State Products Co. 
3822 Lawrence Ave., Chicago, Ill. 
Preakneas, Inc. 
1060 Broad St., Newark 2, N. J. 
Progress Mfg. Co., Inc. 
Arthur, Ill. 
IN, i ie kb cera hw a's coo 0 eke 
1920 S. Western Ave., Chicago 8, Ill. 
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Pulmosan Safety Equipment Corp. 
644 Pacific St., Brooklyn 17, N. Y. 
Pyle-National Co. 
1334 N. Kostner Ave., Chicago 51, Ill. 
Pyrene—C-O-Two Div., Fyr-Fyter Co. ......-..... 95 
P. O. Box 750, U. S. Highway 1 
Newark 1, N. J. 


Pyrotronics Div., Baker Industries ............. 52 
P. O. Box 390, Newark 1, N. J. 


9 


Quaker Rubber, Div. of H. K. Porter Co. 
Tacony & Comly Sts., Philadelphia 24, Pa. 


R 


Radio Corp. of America 
Front & Cooper Sts., Camden 2, N. J. 
Raisler Sprinkler Div. 
129 Amsterdam Ave., New York 23, N. Y. 
Randolph Laboratories, Ine. 
8 Kinzie St., Chicago 11, Il. 
Raybestos Manhattan, Inc. 
61 Willett St., Passaic, N. J. 
Ray-O-Vac Co., Willson Products Div. 
Washington & Second Sts., Reading, Pa. 
Ready Made Sign Co., Inc. .... 2... 26522000008: 85 
115-17 Worth St., New York 17, N. Y. 
Red Comet, Inc. 
Red Comet Bldg., Littleton, Colo. 
Reliable Automatic Sprinkler Co., Ine. 
72-78 Bronx St., Mt. Vernon, N. Y. 


Republic Rubber Div., Lee Rubber & Tire Corp. 
Albert St., Youngstown 1, Ohio 








Pressurized, dry chemical— 
“Safety First” Fire Extinguishers 









for Maintenance-free fire protection! 





@ Visual, on-the-spot inspections can be made 
by everyone—every employee is an assistant 
to your safety engineers! 


@ Maintenance costs ended—no time-wasting 
disassembly and inspection of parts! 
Faulty maintenance ended! 


@ Tampering, improper re-charge, and 
servicing-need instantly signalled by gauge! 


@ No packing or caking! 
@ No hose-cleaning problem! 
@ No discharge nozzle needed! 


@ Six light-weight models — 
sizes from 4 to 30 pounds! 


@ No hydrostatic test expense! 


Safe-1-meter 


Also available: Conventional dry 
chemical line, using CO, Pressure 
be Cartridge—6 Models 5 to 30 
pounds. Underwriters Approved 
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AT LAST 


All The Features You Need In A 
Portable Explosion -Proof Light 





For Use in Tankers, Oil Refineries, Chemical 
Plants 


UNDERWRITERS APPROVED 
CLASS 1, GROUP C&D 


The Model XP-100-X explosion-proof portable is a completely 
new light designed to meet the needs of the various petro- 
leum, chemical, and marine industries for a lighter weight and 
smaller portable light that will be easier for workmen to use 
in hazardous locations where volatile air mixtures are present. 
The dimensions of the XP-100-X, 100-watt capacity portable 
light are as follows: 
Write for literature and prices 
Overall length including cord 


bushing and hook .............. 174%" 
Outside diameter ............... Under 5" 
TE a Kaine Sdniors 8se Xs wiped Approx. 4 Ibs. 


STEWART R. BROWNE MANUFACTURING CO., INC. 
258 Broadway New York 7, N. Y. 























AUTOMATIC HIGH-LEVEL alarm prevents 
costly, dangerous overfilling of petro- 














1 St, Summit, New Jersey — 
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Rockwood Sprinkler Co. 
38 Harlow St., Worcester 5, Mass. 


Ss 


SAFA Alarm Div., Fyr-Fyter Co. 
P. O. Box 1118, U. S. Highway 1, Newark, N. J. 

S-T Hydrant Wrench Co. 
P. O. Box 921, Holyoke, Mass. 

Safety Clothing & Equipment Co. ............. 84 
1990 E. 69th St., Cleveland 3, Ohio 

Safety First Products Corp. ............-.+++: 59 
175 Saw Mill Rd., Elmsford, N. Y. 

Safety First Supply Co. 
425 Magee St., Pittsburgh 19, Pa. 

Safety Wier Products Go, oo. 0066 eects 62 
3038 W. 84th Place, Chicago 29, Ill. 

Sanford Fire Equipment Corp. 
1620 Burnet Ave., Syracuse 6, N. Y. 








Wide World photo 


THREE MEN DIED when an explosion hit the Clayville, 
New York, plant of the Superfine Paper Company. What 
remained of the heavy paper drying machine shown here 
was probed by rescue workers, Cause of the explosion 
was not determined. 





Schwerdtle Stamp Co. 
166 Elm St., Bridgeport 3, Conn. 


OS OAS oo Sarre ager Seer a see 689 
229 Erie St., Lancaster, N. Y. 
ON SOOO, 5 ob 6 a Dig 6 6) o-shdiha gd poles é sae cele 9 816 74 


2000 S. High St., Columbus 7, Ohio 
Seco Engineering & Mfz., Inc. 
1300 W. Fort St., Detroit 26, Mich. 
Sharpsville Steel Fabricators, Inc., Automotive Fire 
Apparatus Div. 
Sharpsville, Pa. 
Singer Glove Mfg. Co. 
860 W. Weed St., Chicago 22, Ill. 
A. Smith & Son, Inc. 
1239 Ridge Ave., Philadelphia 23, Pa. 
D. B. Smith & Co., Inc. 
414 Main St., Utica 2, N. Y. 
ed ee, CE Ng osu oo 0s cs oie be ww ne 57 
2436 N., Jasper St., Philadelphia 25, Pa. 
Sperti Faraday, Inc. 
1322 E. Church St., Adrian, Mich. 
Standard Alarm Signal Co. 
249 Main St., Madison, N. J. 
Standard Industrial Products Co. .............. 58 
920 N. Garfield, Peoria, Ill. 
Standard Safety Equipment Co. 
232 W. Ontario St., Chicago 10, Tl. 
Standard Signs, Inc. 
3190 E. 65th St., Cleveland 4, Ohio 
Continued on page 62 
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In One Second—A. Flame Thrower on Wheels ! 





Fire-Safe Hydraulic Fluids: Have you ever watched hydraulic fluid spray from a broken 
HOUGHTO-SAFE line? Under pressure, it can carry 50 feet or more. Any time a 
‘ eae fork truck or any hydraulic equipment operates within 50 feet 
water-base, menial efficiency fluid of sparks, flame, or hot metal, it becomes a potential flame thrower. 
proven by 4 years’ use in industry and 
to date nearly 3 years in Navy carrier But these hazards can be eliminated . . . with HOUGHTO-SAFE. 
catapults. Covers up to 85% of all needs. 
HOUGHTO-SAFE gives you all the needed features of a top- 


HOUGHTO-SAFE 1000 series grade hydraulic oil, including rust and corrosion prevention. 


fortified phosphate ester base fluid gives ' yer 
hides bpdaassadiadady Wilk en- It's non-toxic, safe to handle. The Houghton Man can help you 


tended fire protection for systems run- take the fire danger out of any hydraulic application. Call on him 

ning consistently over 150°F., heavily . ‘ 

tuned qadibe Gud Whasliinn: or write E. F. Houghton and Company, 303 W. Lehigh Ave., 
Philadelphia 33, Pennsylvania. 











HOUGHTO-SAFE 


...+@ product of 


Ready to give you 
on-the-job service... 
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COMPANIES 


Continued from page 60 





Page 

Star Sprinkler Corp. 

Westmoreland & Collins Sts., Philadelphia 34, Pa. 
Stebco Products, Stein Bros. Mfg. Co. 

1401 W. Jackson Blvd., Chicago 7, Ll. 
Stempel Fire Extinguisher Mfg. Co. ...... 

2436 N. Jasper St., Philadelphia 25, Pa. 
Stephenson Corp. 

P. O. Box 392, Red Bank, N. J. 
Sterling Siren Fire Alarm Co., Inc. 

8 Bartlett St., Rochester 8, N. Y. 
Stonehouse Signs, Inc. 

842 Larimer St., Denver 4, Colo. 
Stop-Fire, Inc. 

P. O. Box 9, Monmouth Junction, N. J. 


T 


W. J. Thiele & Sons, Inc. 
Pine at Cherry, Johnstown, Pa. 
George E. Thompson Co. 
616-41st Ave., North, Minneapolis 12, Minn. 


U. S. Rubber Co. 

1230 Ave. of the Americas, New York 20, N. Y. 
Universal Fire Apparatus Corp. 

Wheatland & Center Sts., Logansport, Ind. 
Viking Corp. 

435 E. Mill St., Hastings, Mich. 
Vonnegut Hardware Co., Van Duprin Div. 

402 W. Maryland St., Indianapolis 9, Ind. 


Ww 


Wenner Cas so. ss cet be eeseiviass 90 
238 S. Fayette St., Washington Court House, Ohio 
Watchemoket Optical Co. 
232 W. Exchange St., Providence, R. L. 
Waterous Co. 
80 E. Fillmore Ave., St. Paul 1, Minn. 
Western Fire Equipment Co. 
69 Main St., San Francisco, Calif. 
Westline Products Div., Western Lithograph Co. 
600 E. Second St., Los Angeles 54, Calif. 
Wheeler Protective Apparel, Inc. .............. 67 
224 W. Huron St., Chicago 10, Tl. 
Williams Jewelry & Mfg. Co. ................. 62 
10 S. Wabash Ave., Chicago 3, Ill. 
Willson Products Div., Ray-O-Vac Co. 


Washington & Second Sts., Reading, Pa. 
OP te Se I DS 5 56h 686.0 a's calidad a wen 84 
23rd & York Sts., Philadelphia 32, Pa. 
Witt Cornice Co. 
2118 Winchell St., Cincinnati 14, Ohio 
U. Vv Wooster Brass Div., Fyr-Fyter Co. 
1415 E. Bowman St., Wooster, Ohio 


Worthington Corp. 
Harrison, N. J. 


Timmins Splint Co. 

2126 Cuming St., Omaha, Neb. 
Tokheim Corp. 

1602 Wabash Ave., Fort Wayne 1, Ind. 


U-C Lite Mfg. Co. 
1050 W. Hubbard St., Chicago 22, Ill. 








ENCOURAGE. BETTER HOUSEKEEPING 
by installing 


BUTT SNUFFERS 


SAFE DRIVER 
TRUCK ROADEO 


Industrial and Municipal 
PLAQUES 


Brass Fire Fighting 





Equipment 


by POWHATAN 


Manufacturers of a 


complete line, includ- 


ing: Two Tone Jewelers Bronze Etching on 
&: Genuine Walnut Shield. 734" x 7%", 


SD-3 SAFE DRIVER 
SD-3P PLAIN RIBBON 


1933 SERIES 


Discourages the habit of tossing cijarette 
butts on floors and into plumbing fixtures. . Fire Hose Nozzles 


1 
SNUFFS OUT Cigars, 2. “ae and 


and destroys stale tobacco odors at the 
same time. 


38. Siamese and Connec- 
tions. Available in over 

40 titles. 1/4” 
dia. hard glazed 

Same Location Since 1892 ean, tanto 


gold plated pin 
Our complete Catalogue A will and safety lock 


be sent upon request. catch. 


Fire engine red, baked-on enamel finish. 
Sturdy all stee| construction. Comes in 
two sizes: MODEL A long, 5M 
wide, 6%" high. MODEL #7....14" long, 
7” wide, 8" high. 


INEXPENSIVE TOO! 


, Write for FREE \iterature—dept. OC 





$10.50 per 
dozen F.E.T. 


Williams Jewelry & Mfg. Co. 


#. OH-6 10S. Wabash Ave. 
Chicago 3, Ill. CEntral 6-5018 











POWHATAN 


BRASS and IRON WORKS 
Ranson, W. Virginia 


a SAFETY FLOOR PRODUCTS 
‘ 3038 WEST -84th PLACE 
CHICAGO 29, ILLINOIS 
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M-S-A CHEMOX.® Complete breath- 
ing protection in oxygen-deficient or un- 
breathable atmospheres. Pure oxygen, 
released from the replaceable chemical 
canister the instant the wearer breathes, 
continues automatically in accordance with 
the breathing demands. Minimum of 45 
minutes’ protection under rugged working 
conditions. 

The Chemox is light—only 131 pounds; 
comfortable. Canisters can be stored in- 
definitely—are always ready. M-S-A 
“Cleartone” Speaking Diaphragm, permits 
clear communication between mask wearers. 


M-S-A AIR-MASK. Designed for 
respiratory protection and comfort in un- 
breathable atmospheres. Supplies air or 
oxygen in exact accordance with breathing 
needs. During exhalation, the flow ceases 
—an economy measure that greatly length- 
ens service life. Construction details include 
—large, well-defined figures on pressure 
gouge .. . high pressure hose made of 
wire-inserted neoprene .. . redesigned 
cylinder valve connects directly to the 
cylinder; provides greater service, less 
maintenance . nylon harness resists 
chemicals and water. 





M-S-A “ALL-SERVICE” MASK.® 
For fire-fighting efforts in air contaminated 
with smoke and gas, but where sufficient 
oxygen is present to support life, the “All- 
Service” Mask assures dependable breath- 
ing protection to the wearer. Unit is de- 
signed for freedom of movement and wear- 
ing comfort. “All Vision” facepiece, com- 
bined with M-S-A “Cleartone” Speaking 
Diaphragm for clear speech transmittal are 
additional features that make this mask 
ideal for effective fire fighting. Each “All- 
Service” mask comes in a strong carrying 



















































































case; ample room for extra canisters. 


INCREASE YOUR FIRE-FIGHTING EFFICIENCY 
AND SAFETY WITH PROVED M-S-A’ EQUIPMENT 
zt 


Providing your plant fire department 
with the best possible equipment is 
a big step forward in fire-fighting 
speed and safety. Workmen, con- 
fident of the equipment they wear 
and have available in case of in- 
jury, concentrate fully on the job 
to be done. M-S-A products for 
Fire Departments are known every- 
where for the confidence they give 
to fire-fighters. Some of our equip- 
ment is illustrated and described 
here. If you would like complete 
information, write for our Fire De- 
partment Catalog. You'll 
find it profitable reading. 


ser 
. 
M-S-A PNEOLATOR 

Assures maximum chances of recovery in all 
cases of arrested breathing. Automatically pro- 
vides oxygen at preselected amount, pressure. 
No suction cycle—exhalation tokes place by 
normal passive return of respiratory muscles. 


M-S-A STREAMLINED FIREMAN’S HELMET 


Molded laminated plastic shell takes bumps 
and blows; withstands water, oil, heat; provides 
high dielectric strength. Streamlined design; 
shields are of tough, full-grained leather; zipped- 
in winter liner for all-weather comfort. 













Call the M-S-A man on your every safety 
problum .. . his job is to help you 


MINE SAFETY APPLIANCES COMPANY 
w fer Soman Woe See as aes 

ovr Service: ne! ices in the United Stotes 
MINE SAFETY APPLIANCES CO. oF canapa, itp. ™-S-A FOILLE SPRAY KIT 
Toronto, Montreal, Calgary, Edmonton, Winnipeg, Four aerosol sprays for quick, effective applica- Unit packages are individually wrapped in teor- 
tion to burned areas. Aerosol application is fast, taped cellophane to protect against dirt, dust 
effective, always ready. Contains a complet and moisture. All-weather steel case design. 
assortment of first aid dressings and accessories. Treatments contained in unit packages for quick 
Weatherproof steel case. location, individval treatment. 







M-S-A FIRST AID KIT 


Vancouver, Sydney, N.S. * Representatives in Princi- 
pal Cities in Mexico, Central and South America 
Cable Address: “MINSAF” Pittsburgh 
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Directory of Products 


in the 
fire-fighting 
equipment 
field 








ALARM SYSTEMS 


Automatic 

American District Telegraph Co. 
Autocall Co. 

Automatic Sprinkler Corp. of America 
Buffalo Fire Appliance Corp. 
Central Station Signals, Inc. 

S. H. Couch Co., Inc. 

Edwards Co., Inc. 

Fyr-Fyter Co. 

Falcon Alarm Co., Inc. 
Gamewell Co. 

Globe Automatic Sprinkler Co. 
Grimes Sprinkler Div. 

Grinnell Co., Inc. 
Johnson-Williams, Inc. 

Walter Kidde & Co., Inc. 
Notifier Corp. 


Pyrene—C-0-Two Div., Fyr-Fyter Co. 


Pyrotronics Div., Baker Industries 
Raisler Sprinkler Div. 

Rockwood Sprinkler Co. 

SAFA Alarm Div. 

Sperti Faraday, Inc. 

Start Sprinkler Corp. 

Viking Corp. 


Central Station 


American District Telegraph Co. 
Central Station Signals, Inc. 
Edwards Co., Inc. 

Notifier Corp. 

Sperti Faraday, Inc. 


Industrial 

American District Telegraph Co. 
Benjamin Electric Mfg. Co. 
Central Station Signals, Inc. 

S. H. Couch Co., Inc. 

Edwards Co., Inc. 

Federal Sign & Signal Corp. 
Gamewell Co. 

Notifier Corp. 


Pyrene—C-0-Two Divy., Fyr-Fyter Co. 


Pyrotronics Div., Baker Industries 
SAFA Alarm Div. 
Sperti Faraday, Inc. 


Sirens, Horns, Whistles 


Autocall Co. 

B & M Siren Mfg. Co. 
Benjamin Electric Mfg. Co. 
W. S. Darley & Co. 
Edwards Co., Inc. 

Falcon Alarm Co., Inc. 
Federal Sign & Signal Corp. 
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Gamewell Co. 

Howe Fire Apparatus Co. 

Mars Signal Light Co. 
Pyle-National Co. 

Pyrotronics Div., Baker Industries 
SAFA Alarm Div. 

Sperti Faraday, Inc. 

Sterling Siren Fire Alarm Co., Inc. 


Watchclock Systems 
American District Telegraph Co. 
Chicago Watchclock Div., 
Great Lakes Industries 
Detex Watchclock Corp. 


AXES, HATCHETS, 


Axes 


W. D. Allen Mfg. Co. 

Atlas Safety Equipment Co., Inc. 
Collins Co. 

Elkhart Brass Mfg. Co. 

Estwing Mfg. Co. 

Howe Fire Apparatus Co. 

Mann Edge Tool Co. 

Powhatan Brass & Iron Works, Inc. 
M. L. Snyder & Son 

Stebco Products, Stein Bros. Mfg. Co. 
Wirt & Knox Mfg. Co. 


Crowbars 

Elkhart Brass Mfg. Co. 

Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works, Ine. 
M. L. Snyder & Son 

Universal Fire Apparatus Corp. 
Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Hatchets 


Atlas Safety Equipment Co., Inc. 


Hook Poles 


W. D. Allen Mfg. Co. 

C. D. Pike & Fire Hook Mfg. Corp. 
Western Fire Equipment Co. 
Wooster Brass Div., Fyr-Fyter Co. 


Pike Poles 
W. D. Allen Mfg. Co. 


American LaFrance Corp. 


C. D. Pike & Fire Hook Mfg. Corp. 
Howe Fire Apparatus Co. 

Western Fire Equipment Co. 
Wooster Brass Div., Fyr-Fyter Co. 


BLANKETS, FIRE 


Blankets 


E. D. Bullard Co. 

Cotton Goods Mfg. Co. 

C. R. Daniels, Inc. 

Davis Emergency Equipment Co., Inc. 
Frommelt Industries 

Fulton Bag & Cotion Mills 

A. E. Halperin Co., Inc. 

Holcomb Safety Garment Co. 
Industrial Gloves Co. 

Industrial Products Co. 
Industrial Safety Specialties Co. 
Jaxco, Inc. 

Junkin Safety Appliance Co., Inc. 
B. F. McDonald Co. 

Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Raybestos-Manhattan, Inc. 
Safety Clothing & Equipment Co. 
Singer Glove Mfg. Co. 

M. L. Snyder & Son, Inc. 
Standard Safety Equipment Co. 
Wheeler Protective Apparel, Inc. 


Blanket Holders 


E. D. Bullard Co. 

Cotton Goods Mfg. Co. 

Davis Emergency Equipment Co., Inc. 
A. E. Halperin Co., Inc. 

Industriai Gloves Co. 

Industrial Products Co. 

Junkin Safety Appliance Co., Inc. 

B. F. McDonald Co. 

Mine Safety Appliances Co. 

Safety Clothing & Equipment Co. 


BROOMS 
Fire Fighting 
Brooklyn Fibre Broom Co., Inc. 
Fuller Brush Co. 
Howe Fire Apparatus Co. 
Industrial Home for the Blind 
Western Fire Equipment Co. 
Wooster Brass Div., Fyr-Fyter Co. 


Clean-Up 
Akron Brass Mfg. Co. 


JUNE 1957 © OCCUPATIONAL HAZARDS 





a See ee ea eS a ae eee a 











i a spe _ ae wei » is : — ge gy : “x gi 
‘or sno vnee ise 


3 
ar Ss a ge ge Oy Baa = tye 
sk — oe ’ eye ahr 



















| Shown above is an Alco-Lite Pumper Roof Ladder and 2 Section 

Extension Ladder nesting in brackets designed for wood ladders. The 

nested thickness of the two is 674". This pair not only makes an ideal 
replacement on old Pumpers but is very desirable equipment on new 
Pumpers. 


3 Section Pumper Extension Ladder 


I'he newest addition lo the Alco-Lite Pumper series is a 3 Section 
Pumper Extension Ladder which is made in 30’ and 35' 
models. Only 7” thick, the 3 PEL will nest by ilself in brackets 
found on most Pumpers. On new Pumpers, the 3 PEL 

can be specified lo nest with an Alco-Lile Pumper Roof 
Ladder. The 3 Section Pumper Extension Ladder has a rope 
and cable arrangement which allows the ladder 

sections lo exlend simullaneously. Il is also equipped with 


Alco-Lite Pumper Ladders are 
stronger and easier to handle be- 
cause they are made of high ten- 
sile strength, industrial, aluminum 
alloy. Their deeply grooved, 11/44", 
rungs are permanently attached to 
the extra heavy gauge, double 
channel, side rails with expansion 
bushing construction. Alco-Lite 
Pumper Roof Ladders feature, in 
addition, extremely strong, fold- 
ing steel hooks. 


spring loaded locks which operale aulomatically al 


‘ P “ 
any desired point. 
Always specify Alco-Lite Aluminum Ladders 
j j 
> 
7 


original manufacturer aco-tite 


of aluminum ledders 






flluminum Ladder Company 


WORTHINGTON —LLLLLLL. PENNSYLVANIA 
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Where There’s Smoke There’s Fire! 





then 
for FIRE SAFE 
Protection Use 


Frommelt Approved 


SPA-FLA Products 
SHIELDS 
CURTAINS 
COVERS 
BLANKETS 
CLOTHING 
APRONS 


All U.L. Approved Treated 


Spa-Fla, Ray-Foil, Ray-Tex, Tuf-Tex 
Write for New Swatch Book 


MED 


* CREATIVE FABRICATORS OF APPROVED SAFETY PRODUCTS- 





Specify HANNAY 


industrial Fire Hose Reels 





HANNAY Industrial Fire Hose Reels are 
built for effective fire control by active 
firemen who have been producing the 
finest fire hose reels it is possible to make 
for over 20 years. 


FOR MAXIMUM 
PLANT PROTECTION 


When a fire starts you can be ready 
for instant action if you install HANNAY 
Industrial Fire Hose Reels. Because water 
can be kept under pressure and right at the 
nozzle, you'll be ready to turn on a full 
stream of water as soon as required, and 
you won’t be delayed by tangled hose. 
Unreel only the length of hose required 
to reach fire. 

Built specifically for industrial fire 
protection, HANNAY Industrial Fire 
Hose Reels can be located wherever you 
need them most—on walls, floor, ceiling, 
pillars or fire equipment racks. 


Wide Range of Sizes and Types 
Power, Crank or Hand Rewind 





Brooms .. . 


W. D. Allen Mfg. Co. 
Brooklyn Fibre Broom Co., Inc. 
Industrial Home for the Blind 


DOORS, FIRE 


Fire Doors 


Globe Automatic Sprinkler Co. 
Kinnear Mfg. Co. 
R. C. Mahon Co. 


Fire Door Opening Hardware 


Vonnegut Hardware Co., 
Von Duprin Div. 


EXTINGUISHERS 


CO, 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 
American Rubber Mfg. Co. 

Badger Fire Extinguisher Co. 
Buffalo Fire Appliance Corp. 
Cardox Corp. 

Elkhart Brass Mfg. Co. 

Geo. W. Diener Mfg. Co. 

Fyr-Fyter Co. 

General Detroit Corp. 

General Pacific Corp. 

Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Randolph Laboratories, Inc. 

Red Comet, Inc. 

M. L. Snyder & Son, Inc. 

Stempel Fire Extinguisher Mfg. Co. 
Stop-Fire, Inc. 


Wirt & Knox Mfg. Co. 


Dry Chemical 


W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co. 
Ansul Chemical Co, 

Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

General Detroit Corp. 
General Pacific Corp. 

Howe Fire Apparatus Co. 
Walter Kidde & Co., Inc. 
Pyrene—C-O-Two Div., Fyr-Fyter Co. 
Randolph Laboratories, Inc. 
Red Comet, Inc. 

Safety First Products Corp. 
M. L. Snyder & Son, Inc. 
Stop-Fire, Inc. 

Wirt & Knox Mfg. Co. 


Send catalog on HANNAY Industrial Hose Reels 


FREE! 


NAME 





Foam 


W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co. 
Badger Fire Extinguisher Co. 
Buffalo Fire Appliance Corp. 
Cardox Corp. 


ADDRESS. 





COMPANY. 





CLIFFORD B. HANNAY & SON, INC Dept. 25 


Westerlo, N.Y 





© 1967 C.8.%. & S.. me. 
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Extinguishers . . . 


Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Detroit Corp. 

General Pacific Corp. 

Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Randolph Laboratories, Inc. 

Red Comet, Inc. 

Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

Stempel Fire Extinguisher Mfg. Co. 
Stop-Fire, Inc. 


Wirt & Knox Mfg. Co. 


Hose Reel 


Buffalo Fire Appliance Corp. 
Fyr-Fyter Co. 

Clifford B. Hannay & Son, Inc. 
Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 
Powhatan Brass & Iron Works, Inc. 


Pyrene—C-0-Two Div., Fry-Fyter Co. 


Randolph Laboratories, Inc. 
M. L. Snyder & Son, Inc. 
Western Fire Equipment Co. 
Wirt & Knox Mfg. Co. 


Metal Fires 


Ansul Chemical Co. 
Buffalo Fire Appliance Corp. 


Soda-Acid 


W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co. 
Badger Fire Extinguisher Co. 
Buffalo Fire Appliance Corp. 
Geo. W. Diener Mfg. Co. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

General Detroit Corp. 
General Pacific Corp. 

Walter Kidde & Co., Inc. 
Pyrene 
Randolph Laboratories, Inc. 

Red Comet, Inc. 

M. L. Snyder & Son, Inc. 

Stempel Fire Extingisher Mfg. Co. 
Stop-Fire, Inc. 


Wirt & Knox Mfg. Co. 


Vaporizing Liquid 

W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co. 
Badger Fire Extinguisher Co. 
Buffalo Fire Appliance Corp. 
Geo. W. Diener Mfg. Co. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

General Detroit Corp. 
General Pacific Corp. 

Howe Fire Apparatus Co. 
Justrite Mfg. Co. 

Walter Kidde & Co., Inc. 


C-0-Two Div., Fyr-Fyter Co. 


Phister Mfg. Co. 

Pyrene—C-O-Two Div., Fyr-Fyter Co. 
Randolph Laboratories, Inc. 

Red Comet, Inc. 

M. L. Snyder & Son, Inc. 

Stop-Fire, Inc. 

Wirt & Knox Mfg. Co. 


Water 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Aquadyne Corp. 

Badger Fire Extinguisher Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Buffalo Fire Appliance Corp. 

Cardox Corp. 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Detroit Corp. 

General Pacific Corp. 

Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 

Parco Products Co. 

Protectoseal Co. 

Pyrene—C-0-Two Div., Fyr-Fyter Co. 

Randolph Laboratories, Inc. 

D. B. Smith & Co., Inc. 

M. L. Snyder & Son, Inc. 

Stempel Fire Extinguisher Mfg. Co. 

Stop-Fire, Inc. 

Wirt & Knox Mfg. Co. 


Wheeled 


W. D. Allen Mfg. Co. 
American LaFrance Corp. 
Ansul Chemical Co. 

Buffalo Fire Appliance Corp. 
Geo. W. Diener Mfg. Co. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

General Detroit Corp. 
General Pacific Corp. 
Walter Kidde & Co., Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Randolph Laboratories, Inc. 
Safety First Products Corp. 
M. L. Snyder & Son, Inc. 


FIRE DETECTION SYSTEMS 


Automatic 


American District Telegraph Co. 


Automatic Sprinkler Corp. of America 


Blaw-Knox Co. 

Cardox Corp. 

Central Station Signals, Inc. 

S. H. Couch Co., Inc. 

Edwards Co., Ine. 

Falcon Alarm Co., Inc. 

Fyr-Fyter Co. 

Gamewell Co. 

Globe Automatic Sprinkler Co. 
Grimes Sprinkler Div. 

Grinnell Co., Inc. 

Johnson- Williams, Inc. 

Walter Kidde & Co., Inc. 

Notifier Mfg. Co. 
Pyrene—C-O0-Two Diy., Fyr-Fyter Co. 
Pyrotronics Div., Baker Industries 
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WHEELER —~(e 
FIRE KING 
No. 47814 


Design patented 
and trademark 
registered 


*Helps you avoid 
the most disastrous 
consequences of fire 


The new Wheeler FIRE KING! Far 
superior to any other rescue equipment, 
the FIRE KING utilizes light alumin- 
ized asbestos for maximum heat reflec- 
tion and mobility. The efficient Scott 
Air Pak breathing unit, provides cool 
air (not oxygen) on demand. The FIRE 
KING is ready for use in seconds .. . is 
easy to use...and fits all average size 
men (5'8” to 6'2"). Cylinder capaci 
provides for 15 minutes constant wor 
inside the suit — at extreme exertion. 
Bullard hard hat built-in for added 
protection. 


And the cost? Well within the budget 
of any fire services or institutions. Don’t 
be without this valuable form of fire 
insurance for another day. Order from 
your jobber or write direct. DO IT 
NOW! 


*6,300 human lives lost through fire 
in 1954— countless horses and live- 
stock— millions in property. 








WHEELER PROTECTIVE APPAREL, INC. 


228 West Huron Street 
Chicago 10, Illinois 


More Safety per Dollar 
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vew ACME 
Dion 
"SPEC" MASK 


my tos... 
GAS MASK 
PROTECTION 
For Eye-Glass Wearers 


If you wear eye glasses, you no longer 
have to put up with the hazard of 
ill-fitting gas masks worn over your 
regular spectacles. This exclusive 
new Acme "Spec" mask now gives 
you a facepiece with all the proved 
Acme safety features PLUS Built-in 
eye glasses ground to your individual 
prescription. 


You can get the Acme “Spec” 
mask complete with personal lenses 
by sending your doctor's prescription 
with your order. Or, if you prefer, 
the mask can be furnished with 
stirrup, bracket and front ready for 
your doctor to mount your proper 
lenses. 


Either way, you get the perfect 
vision, safety and comfort along with 
the Acme advantage of one face- 
piece serving multiple uses. 


For details on this timely Acme de- 
velopment, write for Bulletin No. 576 
and No. 576-A (Prescription Form). 


Fire Detection ... 


Raisler Sprinkler Co. 
SAFA Alarm Div. 

Sperti Faraday, Inc. 
Standard Alarm Signal Co. 
Star Sprinkler Corp. 


Sensing Units for Systems 

Central Station Signals, Inc. 

Fenwal, Inc. 

Notifier Corp. 

Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Pyrotronics Div., Baker Industries 


Fire Protection Systems 


Ansul Chemical Co. 

Automatic Sprinkler Corp. of America 
Central Station Signals, Inc. 

S. H. Couch Co. 

Grinnell Co. 

Independent Protection Co., Inc. 

Walter Kidde & Co., Inc. 

National Foam System, Inc. 

Reliable Automatic Sprinkler Co., Inc. 
M. L. Snyder & Son, Inc. 

Viking Corp. 


FIRST AID SUPPLIES 


Burn Dressings 


E. D. Bullard Co. 
Chesebrough-Pond’s, Inc. 

Davis Emergency Equipment Co., Inc. 
A. E. Halperin Co., Inc. 

Industrial Products Co. 

Medical Supply Co. 

Mine Safety Appliances Co. 

Pac-Kit Co. 


Burn Medicants 


E. D. Bullard Co. 

Carbisulphoil Co. 

Davis Emergency Equipment Co., Inc. 
A. E. Halperin Co., Inc. 

Industrial Products Co. 

Medical Supply Co. 

Mine Safety Appliances Co. 

Pac-Kit Co. 


First Aid Kits 


E. D. Bullard Co. 

Davis Emergency Equipment Co., Inc. 
A. E. Halperin Co., Inc. 

Industrial Products Co. 

B. F. McDonald Co. 

Medical Supply Co. 

Mine Safety Appliances Co. 

Pac-Kit Co. 


Splints 
Orthopedic Frame Co. 
Timmins Splint Co. 


FLUIDS, FIRE RESISTANT 


Hydraulic 


Celanese Corp. of America 
W. S. Darley & Co. 

E. F. Houghton & Co. 
Monsanto Chemical Co. 

Shell Oil Co. : 

Union Carbide Chemicals Co. 


FOAM 


Chemical 
W. D. Allen Mfg. Co. 


American LaFrance Corp. 
Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

General Detroit Corp. 
General Pacific Corp. 

Howe Fire Apparatus Co. 
Walter Kidde & Co., Inc. 
National Foam System, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 


Generators 


American LaFrance Corp. 
Cardox Corp. 

Hale Fire Pump Co. 

Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 
National Foam System, Inc. 
Pyrene—C-0-Two Div., Fyter Co. 
M. L. Snyder & Son, Inc. 





FAST IMMEDIATE SERVICE IN 
RESPIRATORY EMERGENCIES 


STEPHENSON “MINUTEMAN” RESUSCITATOR 


(weighs only 30 pounds) 


POLL ET ET RITE ERT HE 


Especially designed in weight and size, for 
quick, easy application in cases of fume 
suffocation, gas poisoning, heart attacks etc. 
NO INDUSTRIAL PLANT SHOULD BE 
WITHOUT THIS PROTECTION 


Write for FREE demonstration or pamphlet 0-204 


FREE PROTECTION GUIDE 


Lists 433 hazardous gases, mists, 
fumes, and dusts . . . along with the 
Acme protection recommended fo 
overcome them. Write for Bulle- 
tin 542. 


ACME PROTECTION 
EQUIPMENT COMPANY 


1207 Kalamazoo Street 


South Haven, Michigan 
Circle No. 71 on reader service card 


INHALATOR 
ASPIRATOR tt 
RESUSCITATOR 





Circle No. 70 on reader service card for more information 
Circle No. 72 on reader service card »=—> 
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the facts of hydraulic fluid fire dangers 


in your plant...it may shock you! 





MACHINE 
USING 
HMYORAULIC 
UNIT(S) 


DISTANCE 


IDENTITY 
TO FIRE 


IGNITION a Aa 


HAZARD 
IGNITION 


SOURCE, RATING 


FEET SOURCE 





DIE CAST 





sh 
PETROLEUM 
OL 


MOLTEN 
METAL & 


“A GAS JETS 


LATREME 


eh 




















HOT DIE & 
GAS JETS 
































Write today for your free HYDRAULIC FLUID SURVEY SHEET! 


Industries big and not so big are using 
this easy-to-follow Hydraulic Fluid Sur- 
vey sheet to make realistic appraisals 
of the degree of risk they run using flam- 
mable hydraulic fluids in the vicinity of 
an ignition source, 


Where costly equipment and personnel 
are endangered, progressive hydraulics 
operators switch to fire-resistant Pydraul 


MONSANTO 


Where Creative Chemistry Works Wonders For You 


F-9...the only fire-resistant hydraulic Pydraul F-9 ts the first ve 7 only 
“a0: , i ; 4 i hydraulic fluid listed by Under- 
fluid listed by Underwriters’ Laboratories og oe ap 
e card: “The fire hazard of 
-ydraul is rated 2 to 3 in ac- 
dangers by using the Hydraulic Fluid Sur cordance with Underwriters’ 


Ease your mind about hydraulic fluid fire 


boratories, Inc.’s Standard of 
assification in which Ether 
100, Gasoline rates 90-100, 
keep your production moving and firesafe! Alcohol (ethyl) rates 60-70, Ker- 
. sene (100° F. flash) rates 30-40 

und Paraffin Oil rates 10-20.” 


vey sheet to measure and rate your risks 
Install Pydraul F-9 where it is needed to 


Use the coupon below... there’s no obligation. 


ert UNOES 


, TIO; 
geen 5 


Pydraul: Reg. U.S. Pat. OF 
——— << a Se Sr | 


Organic Chemicals Division, Dept. 1-7 
MONSANTO CHEMICAL COMPANY 
800 N. 12th Blvd., St. Louis 1, Missour 


Please send me (_) free copies of t c Fluid Survey sheet. 
Your name 
Company name 


Street 


( uy, state 





Foam... 


Liquid 

American LaFrance Corp. 

General Detroit Corp. 

General Pacific Corp. 

Globe Automatic Sprinkler Co. 
Walter Kidde & Co., Inc. 

National Foam System, Inc. 
Pyrene—C-O0-Two Div., Fyr-Fyter Co. 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 


complete line of ogee | nm. 


eg PROVEN IN DUSTRIAL FIRE. I John Bean Div., Food Machinery 
F GHTERS & Chemical Corp. 
Cardox Corp. 
W. S. Darley & Co. 
Hale Fire Pump Co. 
National Foam System, Inc. 
Pyrene—C-O-Two Div., Fyr-Fyter Co. 


HOSE 


Chemical 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 
American Rubber Mfg. Co. 
Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Co. 
Buffalo Fire Appliance Corp. 
Fabric Fire Hose Co. 

Fyr-Fyter Co. 

General Detroit Corp. 

General Pacific Corp. 

Goodall Rubber Co. 

B. F. Goodrich Co. 

Goodyear Tire & Rubber Co. 
Hewitt Robins, Inc. 

Mercer Rubber Co. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Quaker Rubber Div. 

Raybestos Manhattan, Inc. 
Republic Rubber Div. 


BEAN cube! 
hr HIGH PRESSURE FOG Jahon 


Cotton 
W. D. Allen Mfg. Co. 


TEN TIMES MORE EFFECTIVE— One gallon of water discharged as High 
Pressure Fog from the patented John Bean fire fighting gun does the work American LaFrance Corp. 


of 10 gallons of water used at ordinary water main pressures. American Rubber Mig. Co. 
Bi-Lateral Fire Hose Co. 


Boston Woven Hose & Rubber Co. 
FAST, THREE-WAY ACTION—John Bean High Pressure Fog cools burning Buffalo Fire Appliance Corp. 


material by absorbing heat, smothers fire by shutting off oxygen, and Fabric Fire Hose Co. 


x Federal Fire Hose Mfg. Co. 
isolates burning gases from the fuel source. Footie Co. z 


General Detroit Corp. 
WATER DAMAGE MINIMIZED—Because so little water is needed to kill a General Pacific Corp. 

: a . Goodal! Rubber Co. 
fire, water damage is usually negligible. Contrast this with the usual B. F. Goodrich Co. 
“drown-out” methods where water often does more damage than the fire. Goodyear Tire & Rubber Co. 
Hewitt Robins, Inc. 
Mercer Rubber Co. 


Write today for facts on John Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Bean High Pressure Fog Indus- JOHN | BEAN Quaker Rubber Div. 
trial Fire Fighters and John o BE Raybestos Manhattan, Inc. 


Bean’s free training program Republic Rubber Div. 
Division of Food Mathinery and Chemical Corp. oon .< 
for your men. INDUSTRIAL SALES DEPT. Lansing 4, Mich. Paty tetas Sages Inc. 

















Circle No. 73 on reader service card for more information 
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FE FROM FIRE. ... with Kidde extinguishing equipment 


HAND PORTABLES 


Trigger 
Carbon 
Dioxide 


Pressurized 
Water 
Anti-Freeze 


Squeeze-Valve Foam 
Carbon Soda-Acid 
Dioxide Clear Water 

Anti-Freeze 


Kidde hand portables are designed to knock fires out fast, 
come in a variety of types and models. Kidde offers a com- 
plete line, a type and size for every need. The Kidde line 
includes carbon dioxide extinguishers with fast-acting trig- 
ger release or squeeze-valve release in capacities of 242 to 
20 pounds. Kidde dry chemical extinguishers can be had in 
pressurized models of 5 and 10 pounds capacity, and in 
cartridge-operated models of 20 and 30 pounds. New 


CUSTOM-ENGINEERED 
CARBON DIOXIDE SYSTEMS 


New Kidde pressure-operated carbon dioxide extinguish- 
ing systems are individually designed to fully protect even 
the most dangerous hazards, use no falling weights or 
clumsy mechanical triggering methods. Pneumatic Control 
Heads insure instant and complete carbon dioxide dis- 
charge. Directional valves afford protection to more than 
one hazard using the same bank of carbon dioxide cylinders. 
All operating parts are self-enclosed for safety. Visual in- 
dicators show at a glance if system is “set” or “released.” 


Pressurized 
Dry Chemical 


Cartridge- 
Operated 
Dry Chemical 


Pump Tank VL 
Water Pressurized Pump 
Anti-Freeze 


Kidde wet chemical extinguishers (foam, soda-acid) are 
available in 2'2 gallon bronze or stainless steel models, in- 
cluding cartridge-operated and pressurized water or water- 
anti-freeze units. Kidde vaporizing liquid extinguishers 
come in pump capacities of 1 and 144 quarts, pressurized 
in 1 and 1% quarts and 1 gallon. Kidde pump tank extin- 
guishers, in steel or copper shells, are available in 242 and 
5-gallon sizes. 


SMOKE DETECTORS AND 
KIDDE-ATMO FIRE DETECTING SYSTEMS 


Before flames are visible — before heat gives warning, the 
Kidde smoke detector will sound an alarm at a central 
station and tell exactly where fire lurks. Even deép-seated 
smoldering fires are quickly and easily spotted. 
Kidde-Atmo is a wide-area fire detecting and warning 
system which, through the principle of rate-of-temperature- 
rise, sounds an alarm at the first hot breath of fire. 

Both detecting systems can also close doors, shut off motors 
or blowers — all automatically. 


BE SAFE FROM THIEVES ... With Kidde burglar alarms! 


ULTRASONIC BURGLAR ALARMS 


By saturating the protected area with high-frequency sound 
waves, Kidde’s Ultrasonic Burglar Alarm System gives 
complete wall-to-wall, floor-to-ceiling protection. Properly 
installed, the portable, tamper-proof Kidde system quali- 
fies for an Underwriters’ Laboratories number 2 certifica- 
tion. Write today for Kidde’s Ultrasonic Alarm Booklet, 
on the best burglar protection at the /owest cost! 


e 


PHOTO-ELECTRIC BURGLAR ALARMS 


> oA 


By using a beam of invisible ‘black light,’ Kidde’s tamper- 
proof Photo-Electric Alarm provides complete burglar 
protection up to a range of 900’, indoors or out. If beam 
is broken, alarm sounds locally or at central plant station. 
Rugged, transistorized circuit draws only 6% watts. Op- 
tional batteries keep system in operation if main power 


faite Ieen rs > ; : 
fails. Write Kidde for more information. 


Walter Kidde & Company, Inc., 648 Main Street, Belleville 9, N. J. 
Walter Kidde & Company of Canada Ltd., Montreal —Toronto 
Circle No. 74 on reader service card for more information 
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EXCELLENT 


FOR 
STANDPIPE 
LOCATIONS 


@ OJL REFINERIES 
@ LUMBER YARDS 
@ FACTORIES 


@ ANY LOCATIONS 
WITH LOCALIZED 
FIRE HAZARDS 


Gi No. 10 


The Model 10 standpipe 
turret is a small highly 
efficient and inexpensive 
deluge gun. Easily oper- 
ated by one man. 


May be rotated 
at any angle 
and locked in 
position at will 


Send for 
Bulletin 
1-56 


SAMUEL EASTMAN 
CO., INC. 


CONCORD, NEW HAMPSHIRE 
Circle No. 75 on reader service card 
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Hose ... 


High Pressure 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Co. 

John Bean Div., Food Machinery 
& Chemical Corp. 

Buffalo Fire Appliance Corp. 

Fabric Fire Hose Co. 

Fyr-Fyter Co. 

General Detroit Corp. 

General Pacific Corp. 

Goodall Rubuer Co. 

B. F. Goodrich Co. 

Goodyear Tire & Rubber Co. 

Hewitt Robins, Inc. 

Mercer Rubber Co. 


Pyrene—C-0-Two Div., Fyr-Fyter Co. 


Quaker Rubber Div. 
Raybestos Manhattan, Inc. 
Republic Rubber Div. 

M. L. Snyder & Son, Inc. 
Wirt & Knox Mfg. Co. 


Suction 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

John Bean Div., Food Machinery 
& Chemical Corp. 

Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Co. 

Buffalo Fire Appliance Corp. 

Fabric Fire Hose Co. 

Fyr-Fyter Co. 

General Detroit Corp. 

General Pacific Corp. 

Goodall Rubber Co. 

B. F. Goodrich Co. 

Goodyear Tire & Rubber Co. 

Hewitt Robins, Inc. 

Howe Fire Apparatus Co. 

Mercer Rubber Co. 


Pyrene—C-0-Two Div., Fyr-Fyter Co. 


Quaker Rubber Div. 
Raybestos Manhattan, Inc. 
Republic Rubber Div. 

M. L. Snyder & Son, Inc. 
U. S. Rubber Co. 

Wirt & Knox Mfg. Co. 


Synthetic 


W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co. 
Bi-Lateral Fire Hose Co. 
Boston Woven Hose & Rubber Co. 
Buffalo Fire Appliance Corp. 
Fabric Fire Hose Co. 
Fyr-Fyter Co. 

Goodall Rubber Co. 

B. F. Goodrich Co. 

Goodyear Tire & Rubber Co. 
Hewitt Robins, Inc. 

Mercer Rubber Co. 


Pyrene—C-0-Two Div., Fyr-Fyter Co. 


Quaker Rubber Division 
Raybestos Manhattan, Inc. 
Republic Rubber Div. 

M. L. Snyder & Son, Inc. 


U. S. Rubber Co. 
Wirt & Knox Mfg. Co. 


Unlined Linen 


Buffalo Fire Appliance Corp. 

Federal Fire Hose Mfg. Co. 

Fyr-Fyter Co. 

General Detroit Corp. 

General Pacific Corp. 

Goodall Rubber Co. 

Chas. Niedner’s Sons Co. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


HOSE ACCESSORIES 


Adapters 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

B & M Siren Mfg. Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Buffalo Fire Appliance Corp. 

W. S. Darley & Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Hewitt Robins, Inc. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-O-Two Div., Fyr-Fyter Co. 

Quaker Rubber Corp. 

Rockwood Sprinkler Co. 

M. L. Snyder & Son, Jnc. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Couplings 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Bar-Way Mfg. Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Boston Woven Hose & Rubber Co. 

Buffalo Fire Appliance Corp. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 

Fyr-Fyter Co. 

Goodall Rubber Co. 

B. F. Goodrich Co. 

Hewitt Robizs, Inc. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-0-Two Div., Fyr-Fyter Co. 

Quaker Rubber Div. 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Expanders 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 
Buffalo Fire Appliance Corp. 
W. S. Darley & Co. 
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Hose Accessories .. . 


Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Hewitt Robins, Inc. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
M. L. Snyder & Son, Inc. 

Wooster Brass Div., Fyr-Fyter Co. 


Spanners 


Akron Brass Mfg. Co. 

Atlas Safety Equipment Cc., Inc. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

B. F. Goodrich Co. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Western Fire Equipment Co. 
Wooster Brass Div., Fyr-Fyter Co. 


Valves 


Akron Brass Mfg. Co. 

Buffalo Fire Appliance Corp. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Grinnell Co., Inc. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Wirt & Knox Mfg. Co. ¢ 
Wooster Brass Div., Fyr-Fyter Co. 


Wrenches 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Hewitt Robins, Inc. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


HOSE APPLIANCES 


Clamps 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

Boston Woven Hose & Rubber Co. 
Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

American Rubber Mfg. Co. 
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Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Expansion Rings (Brass) 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Boston Woven Hose & Rubber Co. 
Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

B. F. Goodrich Co. 

Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works, Inc. 


Pyrene—C-0-Two Div., Fyr-Fyter Co. 


Quaker Rubber Div. 

M. L. Snyder & Son, Inc. 
Western Fire Equipment Co. 
Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Holders 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 


Pyrene—C-0-Two Div., Fyr-Fyter Co. 


Wooster Brass Div., Fyr-Fyter Co. 


Increasers 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

W. S. Darley & Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 


Pyrene—C-0-Two Div., Fyr-Fyter Co. 


Wirt & Knox Mfg. Co. 


Reducers 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 
American LaFrance Corp. 
W. S. Darley & Co. 
Samuel Eastman Co., Inc. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works, Inc. 
M. L. Snyder & Son, Inc. 
Western Fire Equipment Co. 
Wirt & Knox Mfg. Co. 


Wooster Brass Div., Fyr-Fyter Co. 


Siamese Fittings 


Akron Brass Mfg. Co. 
W. D. Allen Mfg. Co. 














MEET EMERGENCIES 
FASTER, BETTER WITH | 


|HAGGARD’S STRETCHER | 















SETS UP IN SECONDS so that 
the patient can be placed on it imme- 
diately. When folded, Haggard's 
Stretcher needs a space of only 24” x 
50” x 6". Can be mounted on wall or 
carried in any vehicle. 


aN 


USE ANYPLACE... in narrow 
openings and halls, stairways, eleva- 
tors, shafts, manholes. . . anywhere, 
even though space is limited and ac- 
cess narrow. 

Haggard’s Stretcher now makes it pos- 
sible to properly remove the injured from 
many places which have heretofore been 
inaccessible for stretcher service. Patient 
is properly supported in any position 
from horizontal to upright. 





Ask your MSco distributor for a demonstra- 
tion of Haggard’s Stretcher, an MSco exclu- 
Sive, Or write direct. 





Medical Supply Company 
Rockford, ill, ¢ in Canada, it’s Sofety Supply Co. 


Circle No. 76 on reader service cord 
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Resuscitator —Inhalator — Aspirator 


REVIV-A-LIFE 


Equipped with Baer Model Control Valves 
Safe and Dependable—Simple to operate—Error in changing from re- 
suscitation to inhalation impossible : 
The new Venturi Action eliminates spring and toggle mechanism which 
reduces service requirements 


SUPERIOR FEATURES and 
QUALITY at MODERATE COST 


Easy to carry—mounted on removable 
aluminum panel—weighs but 35 |bs in- 
cluding two "D" tanks. 


Six single and dual models weighing 24 
to 34!/, Ibs less tanks 


The Reviv-A-Life Resuscitator is an au- 
tomatic breathing machine which will 
rhythmically inflate and deflate human 
lungs within medically approved limits, 
safely 


All control in hand of operator. Only 
one operator required 


Manufactured by 


MIDWEST OXYGEN EQUIPMENT CORPORATION 


Exclusive licensee under patents pending 


1664 W. Ogden Monroe 6-2330 Chicago 12, Ill. 











Stop Oil Fires QUICK 


SEAGRAVE 750 G.P.M. PUMPER 


PRODUCES 200,000 GALLONS 
OF FIRE SMOTHERING FOAM ... 


Here is the truck that is instantly stopping fires in industries, oil refineries, oi! fields, 
chemical plants and any place else where efficient fire protection service is necessary. 
This Seagrave Commercial Pumping Engine delivers 750 G.P.M. of water or 8000 G.P.M. 
of foam, or combination of both ... Write today for complete information. 


SEAGRAVE —- THE GREATEST NAME IN FIRE APPARATUS 
_p see ewe ss Se OF See eB Bees eseeseseeeeees 
' 
MAIL aSend complete information about your PETROLEUM 
§ PLANT PROTECTION PUMPER & FOAM MAKER, 
Street A.ddre 
COUPON :::, 
' 
iver?tt?ttrtrtrtrtrtrtrttrtttthteetetektestetstsstttttt tt 


| THE SEAGRAVE CORPORATION—COLUMBUS 7, OHIO } 
THIS Fi 
. Company 
Circle No. 78 on reader service card for more information 





Hose Appliances . . . 


Buffalo Fire Appliance Corp. 
Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-O0-Two Div., Fyr-Fyter Co. 
M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


HOSE CABINETS 


Drying 


Circul-Air Co. 
Neep Equipment Co. 


Storage 


S. G. Adams Co. 

W. D. Allen Mfg. Co. 
Automatic Sprinkler Corp. of America 
Circul-Air Corp. 

Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

General Detroit Corp. 

General Pacific Corp. 

Globe Automatic Sprinkler Co. 
M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


HOSE CARTS, RACKS, REELS 


Carts 


S. G. Adams Co. 

W. D. Allen Mfg. Co. 
American Rubber Mfg. Co. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

Powhatan Brass & Iron Works 
M. L. Snyder & Son, Inc. 
Wirt & Knox Mfg. Co. 


Racks 


S. G. Adams Co. 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Detroit Corp. 

General Pacific Corp. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


Reels 


S. G. Adams Co. 

W. D. Allen Mfg. Co. 

American Fire Apparatus Co. 

American Rubber Mfg. Co. 

Ardmore Products 

John Bean Div., Food Machinery & 


Chemical Corp. 
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Carpenter Mfg. Co. Flood 

Electric Cord Co. 

Exide Industrial Div., Electric Storage 
Battery Co. 


Hose Carts, etc. .. . 
Arguslite Co. 

Benjamin Electric Mfg. Co. 
Carpenter Mfg. Co. 


Buffalo Fire Appliance Corp. Howe Fire Apparatus Co. Exide Industrial Div., Electric Storage 
Elkhart Brass Mfg. Co. Maxim Motor Co. ‘Battery Co shies - 
Fyr-Fyter Co. Julian A. McDermott Corp. Howe Fire Appenuten Co 

General Detroit Corp. Perkins Battery Co. Julian A McDermott Cor ) 

General Pacific Corp. Pyle-National Co. Mine Safety Appliances Co 

Clifford B. Hannay & Son, Inc. M. L. Snyder & Son, Ine. Perkins Battery Co Oe 

Powhatan Brass & Iron Works U-C Lite Mfg. Co. Pyle-National Co. 

Pyrene—C-0-Two Div., Fyr-Fyter Co. Safety First Supply Co. 

Sanford Fire Equipment Corp. Flares ‘ 


M. L. Snyder & Son, Inc. 
Wirt & Knox Mfg. Co. 


Davis Emergency Equipment Co., Inc. 


Julian A. McDermott Corp. Hand 
Perkins Battery Co. Arguslite Co. 
U-C Lite Mfg. Co. Carpenter Mfg. Co. 


IDENTIFICATION 


Badges, Insignia * ae 
S. G. Adams Co. Pad ake | 


American Emblem Co., Inc. a 
Auld-Crafters, Inc. 

Award Incentives, Inc. 

V. H. Blackinton & Co., Inc. 

C. G. Braxmar Co., Inc. 

Cairns & Brother, Inc. 

Dieges & Clust 

Fyr-Fyter Co. 

Johnson-National Insignia Co., Inc. 
Jas. H. Matthews & Co. 

Metal Arts Co., Inc. 

J. F. Novak Co. 

Schwerdtle Stamp Co. 

Williams Jewelry & Mfg. Co. 
Wooster Brass Div., Fyr-Fyter Co. 





Customers may sympathize, but 


ag. 


LADDERS 


Metal 


Aluminum Ladder Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Duo-Safety Ladder Corp. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Maxim Motors Co. 

Metallic Ladder Mfg. Corp. 

Newark Ladder & Bracket Co., Inc. 

Peter Pirsch & Sons Co. 

Seagrave Corp. 


Rope 
Atlas Safety Equipment Co., Inc. 


Newark Ladder & Bracket Co., Inc. 
M. L. Snyder & Son, Inc. 


Wood 
American LaFrance Corp. rp. 
John Bean Div. Food Machinery & Detex Watchclock Corp y 


N. Y. 
Chemical Corp. : York 15, Mien n= 
emical Corp 76 Varick Street _. oon as 


Duo-Safety Ladder Corp. a<o<--" te informa 
Goshen Mfg. Co., Inc. Please ane ana -. 
Howe Fire Apparatus Co. GUARDSMA DETEX Inspector ion needs. 
Maxim Motor Co pend get of our plant protection cong 
y -obligation yellow pages 
Newark Ladder & Bracket Co., Inc. no-ob Naan es ie 
Peter Pirsch & Sons Co. Nexne__——_——_——————_ te od ie 
Seagrave Corp. eas ne rectory fo 


Address 
LIGHTS 
Emergency Lighting Units 


0-6 


American Optical Co. 








Circle No. 79 on reader service card for more information 
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Lights... 


W. S. Darley & Co. 

Davis Emergency Equipment Co., Inc. 

Exide Industrial Div., Electric Storage 
Battery Co. 

Howe Fire Apparatus Co. 

Justrite Mfg. Co. 

Julian A. McDermott Corp. 

McGill Mfg. Co., Inc. 

Mine Safety Appliances Co. 

Perkins Battery Co. 

Stewart R. Browne Mfg. Co., Inc. 

U-C Lite Mfg. Co. 


Searchlights 


Carpenter Mfg. Co. 

Howe Fire Apparatus Co. 
Julian A. McDermott Corp. 
Perkins Battery Co. 


Warning 


Arguslite Co. 

Carpenter Mfg. Co. 

Davis Emergency Equipment Co., Inc. 

Exide Industrial Div., Electric Storage 
Battery Co. 

Federal Sign & Signal Corp. 

Howe Fire Apparatus Co. 

Justrite Mfg. Co. 

Julian A. McDermott Corp. 

Mars Signal Light Co. 

Perkins Battery Co. 

Pyle-National Co. 

U-C Lite Mfg. Co. 





THIS DISPLAY was set up in the 
Industrial Relations Building of the 
Ford Motor Company, Cleveland, 
Ohio. Fire inspection Officer H. 
Gimmy prepared the display of 
knots in the cabinet in the course of 
a practice demonstration for Ford 
fire brigade classes. 





MOTOR APPARATUS 


CO, Trucks 


American LaFrance Corp. 
Ansul Chemical Co. 
Cardox Corp. 

General Detroit Corp. 
General Pacific Corp. 
Howe Fire Apparatus Co. 
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Walter Kidde & Co., Inc. 

Maxim Motor Co. 

Peter Pirsch & Sons Co. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Seco Engineering & Mfg., Inc. 
Universal Fire Apparatus Corp. 


Dry Chemical Trucks 


Ansul Chemical Co. 





THEY'RE FIRE-PROOF fire fighters, 
these white-clad men from the Hiram 
Walker & Sons volunteer fire brigade 
at Peoria, Illinois. The two are being 
familiarized with the asbestos suits 
that are scattered at strategic loca- 
tions throughout the plant. 





Foam Trucks 


American LaFrance Corp. 
Cardox Corp. 

General Detroit Corp. 

General Pacific Corp. 

Howe Fire Apparatus Co. 
Walter Kidde & Co., Inc. 

Mack Trucks, Inc. 

Maxim Motor Co. 

National Foam System, Inc. 
Peter Pirsch & Sons Co. 
Progress Mfg. Co. 
Pyrene—C-O-Two Div., Fyr-Fyter Co. 
Seagrave Corp. 

Seco Engineering & Mfg., Inc. 
W. J. Thiele & Sons Co. 
Universal Fire Apparatus Corp. 


Pumpers 


American Fire Apparatus Co. 

American LaFrance Corp. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Blitz Buggy Co. 

Boardman Co. 

W. S. Darley & Co. 

General Detroit Corp. 

General Pacific Corp. 

Howe Fire Apparatus Co. 

Mack Trucks, Inc. 

Maxim Motor Co 

Neep Equipment Co. 

Oren Roanoke Corp. 

Peter Pirsch & Sons Co. 

Progress Mfg. Co., Inc. 

Sanford Fire Equipment Corp. 

Seagrave Corp. 

Seco Engineering & Mfg., Inc. 

Sharpsville Steel Fabricators, Inc. 

W. J. Thiele & Sons Co. 

Universal Fire Apparatus Co. 


Tank Trucks 


American LaFrance Corp. 
Boardman Co. 

W. S. Darley & Co. 

Howe Fire Apparatus Co. 
Mack Trucks, Inc. 

Maxim Motor Co. 

Neep Equipment Co. 

Oren Roanoke Corp. 

Peter Pirsch & Sons Co. 
Progress Mfg. Co., Inc. 
Sanford Fire Equipment Corp. 
Seagrave Corp. 

Seco Engineering & Mfg., Inc. 
Sharpsville Steel Fabricators, Inc. 
Universal Fire Apparatus Co. 


Trailerized Equipment 


American LaFrance Corp. 

Ansul Chemical Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Cardox Corp. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Kalamazoo Mfg. Co. 

Walter Kidde & Co., Inc. 

Mack Trucks, Inc. 

Maxim Motor Co. 

Porto Pump, Inc. 

Preakness, Inc. 

Pyrene—C-0-Two Div., Fyr-Fyter Co. 

Sanford Fire Equipment Corp. 

Universal Fire Apparatus Corp. 

Wirt & Knox Mfg. Co. 





Mine Safety Appliances Co, photo 


COMPLETELY EQUIPPED with every- 
thing from streamlined firemen's hel- 
mets to demand-type oxygen masks, 
the Miller Brewing Company, Mil- 
waukee, Wisconsin, has developed an 
outstanding fire protection program. 
The truck shown here is company- 
owned, yet carries the equipment 
normally found only on big-city 
trucks, 





NOZZLES 


Cellar Pipe 


Akron Brass Mfg. Co. 

Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 
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Nozzles .. . 


Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Rockwood Sprinkler Co. 

Western Fire Equipment Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Deluge Sets 


Akron Brass Mfg. Co. 

American LaFrance Corp. 

Automatic Sprinkler Corp. of America 
Blaw-Knox Co. 

Buffalo Fire Appliance Corp. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler Co. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Reliable Automatic Sprinkler Co., Inc. 
Rockwood Sprinkler Co. 

Star Sprinkler Corp. 

Wooster Brass Div., Fyr-Fyter Co. 


Foam 


Akron Brass Mfg. Co. 

American LaFrance Corp. 

Army’s Fire Service 

Automatic Sprinkler Corp. of America 

John Bean Div., Food Machinery & 
Chemical Corp. 

Blaw-Knox Co. 

Buffalo Fire Appliance Corp. 

Cardox Corp. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

National Foam System, Inc. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-0-Two Div., Fyr-Fyter Co. 

Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 


Fog 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Army’s Fire Service 

Automatic Sprinkler Corp. of America 

John Bean Div., Food Machinery & 
Chemical Corp. 

Blaw-Knox Co. 

Buffalo Fire Appliance Corp. 

Cardox Corp. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 

Fyr-Fyter Co. 

General Detroit Corp. 

General Pacific Corp. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

Globe Automatic Sprinkler Co. 

Powhatan Brass & Iron Works, Inc. 

Reliable Automatic Sprinkler Co., Inc. 

Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

Star Sprinkler Corp. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 








A new plant next door 
can increase FIRE HAZARD 
on your side of the fence! 


POM lalelet-tial-lm-la-)-t-meigek yy 
fsalela-meigeh. celle B 

iial—mal-t-leM (el metelaalel (at 
iig-m elgeli-resilelsMaslelslali-e 
Bom ial—malelgsst-lmal-b4-igel- yn 
your own plant P 
paleh-) Mol —m-lelel te lk islet t= 

o} Mala malciiclalelela-s 

Be sure that your flammable 
liquids are protected! 
Ask for specialized 
suggestions igelaa) 


i Fc bakelat- ti of el: laae 


| NATIONAL FOAM System, Inc. 
West Chester, Pa. 





The only company exclusively engaged in the design, development and 
manufacture of foam fire protection equipment and chemicals. 


Circle No. 80 on reader service card for more information 
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not even a 
HOT FOOT! 


. » . just comfortable. At a recent test 
at a world leading Petroleum Producer 
and Refiner Proving station Fyrepel 
fibre glass aluminum coated fire fight- 
ing suits proved best by test—in tem- 
peratures over 1700° Fahrenheit. For 
repair work in heat areas, 

suit will eliminate costly 

down time and allow work- 

ers and repairmen to work 

in comfortable safety in 

temperatures 1700° and 

over—while temperature in- 

side suit remains at slightly er” 
above normal body heat. 

Many varieties of garments 

are available. 


This lightweight (9# 1 oz.) 
Proximity suit allows men 
to stand up to heat for ex- 
tended periods and actually 
wade in spill-fires. Wide 
vision helmet provides 
maximum safety and ma- 
neuverability. Addition of 
neoprene lining makes it 
waterproof and provides ef- 
fective vapor barrier. 
FYREPEL is the only fab- 
ricator of aluminized giass 
cloth. Do you have a spe- 
cific probiem? Our Engi- 
neers would like to hear 
about it. Write, wire or 
phone. 


“2 


FYREPEL PRODUCTS INC. 


P.O. BOX 503, NEWARK, O. 


Circle No. 81 on reader service card 
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Nozzles... 


Heavy Stream 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Buffalo Fire Appliance Corp. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 

Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Pipes, Play 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Buffalo Fire Appliance Corp. 
Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 
Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Shut Off 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 
American Rubber Mfg. Co. 

Buffalo Fire Appliance Corp. 
Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 
Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 
Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Spray (Water) 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Boston Woven Hose & Rubber Co. 

Buffalo Fire Appliance Corp. 

Cardox Corp. 


Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler Co. 
Grimes Sprinkler Div. 

Grinnell Co., Inc. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Rockwood Sprinkler Co. 

Raisler Sprinkler Div. 

D. B. Smith & Co., Inc. 

Star Sprinkler Corp. 

Viking Corp. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Spray (Other) 

Akron Brass Mfg. Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Fyr-Fyter Co. 

Grimes Sprinkler Div. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 

Raisler Sprinkler Div. 

D. B. Smith & Co., Inc. 

Wooster Brass Div., Fyr-Fyter Co. 


OXYGEN REVIVING 
APPARATUS 


Inhalators 


Bomgardner Mfg. Co. 
Continental Hospital Industries 
Cycle-Flo Co. 

W. S. Darley & Co. 

Davis Emergency Equipment Co., Inc. 
George W. Diener Mfg. Co. 

E & J Mfg. Co. 

J. H. Emerson Co. 

Globe Industries, Inc. 

Midwest Oxygen Equipment Co. 
Mine Safety Appliances Co. 
National Cylinder Gas Co. 
Safety First Supply Co. 

Scott Aviation Corp. 
Stephenson Corp. 


Resuscitators 


Bomgardner Mfg. Co. 
Continental Hospital Industries 
W. S. Darley & Co. 

Davis Emergency Equipment Co., Inc. 
Geo. W. Diener Mfg. Co. 

E & J Mfg. Co. 

J. H. Emerson Co. 

Fyr-Fyter Co. 

Globe Industries, Inc. 

Midwest Oxygen Equipment Co. 
Mine Safety Appliances Co. 
National Cylinder Gas Co. 
Stephenson Corp. 


PUMPS 
Fire Apparatus 


American Fire Apparatus Co. 

American Fire Equipment Co. 

American LaFrance Corp. 

American Fire Pump Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 
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THIS 
DEPARTMENT 
HAS WORKED 
(23 | DAYS 
WITHOUT 
A LOST TIME 
ACCIDENT 


STONEHOUSE SIGNS 


For Accident Prevention 


Now, more than ever, Safety and Efficiency go 
hand in hand. Workers in Industry have proved 
that the safe worker is far more efficient — in 
higher production and morale. 


Throughout Industry these signs make a powerful contribution 
to safe working. They educate, impress, safeguard workers on 
the job. There are hundreds of Stonehouse stock wordings. 
Special wordings are also produced to customer specifications. 1487-8 


Our complete Catalog — 64 pages, 


“aero in full color — free on request. 
oj SIGNS, inc. @ Stonehouse Bldg., 9th at Larimer @ Denver 4, Colo. 


MANUFACTURERS “Signs Since 1863” 


Circle No. 82 on reader service card for more information 
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SYMONYMOUS 
WITH SAFETY 


COMBUSTIBLE 
GAS 

INDICATORS 

_AND ALARMS 


For testing selected danger areas, )-W 
portable instruments give dependable, 
troublefree service at low cost. 


J-W Model G Portable Indicator —for easy spot 
checking of confined and inaccessible spcces. 
Battery-operated. Soft aspirator bulb allows 
almost effortless sample drawing. Weighs 
slightly over 4 Ibs. Automatically switches on 
and off with appropriate movement of aspira- 
tor bulb. 


——— seers 
te , 


J-W Sentinel Portable, Audible Alarm —for 
continuous “watchdog” protection around any 
hazardous activity, indoors and out. 

indicates quantity of combustible gas build-up 
and loudly warns of dangerous concentration 
around such operations as welding and elec- 
trical repair, and when cleaning and repairing 
tanks and lines. Ruggediy built for versatile 
service 


For detailed data on these models 
and J-W instruments for fixed in- 
stailation, contact the makers of top 
quality products for over 25 years: 


JOHNSON -WILLIAMS, INC. 


Palo Alto 9, California 

idian customers, please write 

SAFETY SUPPLY CO. 
Toronto, Ontario 


Circle No. 83 on reader service card 





Pumps... 


W. S. Darley & Co. 

Fairbanks Morse & Co. 

General Electric Co. (turbines) 

General Detroit Corp. 

General Pacific Corp. 

Hale Fire Pump Co. 

Howe Fire Apparatus Co. 

Ingersoll-Rand Co. 

National Alarm Corp. 

Peerless Pump Div., Food Machinery 
& Chemical Corp. 

Porto Pump, Inc. 

Seagrave Corp. 

Waterous Co. 


Hand 


Blackmer Pump Co. 
Buffalo Fire Appliance Corp. 
Fyr-Fyter Co. 

D. B. Smith & Co., Inc. 
Tokheim Corp. 

Western Fire Equipment Co. 


High Pressure 


American Fire Pump Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

W. S. Darley & Co. 

Fairbanks Morse & Co. 

Hale Fire Pump Co. 

Howe Fire Apparatus Co. 

Ingersoll-Rand Co. 

Porto Pump, Inc. 

Seagrave Corp. 

Waterous Co. 

Worthington Corp. 


Portable 


American Fire Pump Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

W. S. Darley & Co. 

Fairbanks Morse & Co. 

Hale Fire Pump Co. 

Howe Fire Apparatus Co. 

Parco Products Co. 

Porto Pump, Inc. 

D. B. Smith & Co., Inc. 

Tokheim Corp. 


RADIOS 
Portable 


Bendix Radio Div. 
Motorola, Inc. 
Radio Corp. of America 


Two-Way 


Bendix Radio Div. 
Motorola, Inc. 
Radio Corp. of America 


RESCUE EQUIPMENT 


Atlas Safety Equipment Co., Inc. 


C. D. Pike & Fire Hook Mfg. Co. 
H. K. Porter, Inc. 
Safety Clothing & Equipment Co. 


RESPIRATORY PROTECTIVE 
EQUIPMENT 


Air Breathing 


Acme Protection Equipment Co. 
Bomgardner Mfg. Co. 

E. D. Bullard Co. 

Cycle-Flo Co. 

Davis Emergency Equipment Co., Inc. 
Globe Industries, Inc. 

Midwest Oxygen Equipment Co. 

Mine Safety Appliances Co. 

Pulmosan Safety Equipment Corp. 

Scott Aviation Corp. 


Masks 

Acme Protection Equipment Co. 

E. D. Bullard Co. 

Davis Emergency Equipment Co., Inc. 
Fyr-Fyter Co. 

Globe Industries, Inc. 

Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Scott Aviation Corp. 

Willson Products Div., Ray-O-Vac Co. 


Oxygen Breathing 


Acme Protection Equipment Co. 
Bomgardner Mfg. Co. 

Cycle-Flo Co. 

Davis Emergency Equipment Co., Inc. 
Fyr-Fyter Co. 

Globe Industries, Inc. 

National Cylinder Gas Co., Inc. 


Respirators 

American Optical Co. 
Continental Hospital Industries 
Cycle-Flo Co. 

Davis Emergency Equipment Co 
George W. Diener Mfg. Co. 

J. H. Emerson Co. 

Mine Safety Appliances Co. 
National Cylinder Gas Co., Inc. 
Pulmosan Safety Equipment Co. 
Scott Aviation Corp. 


Accessories 


Acme Protection Equipment Co. 
Midwest Oxygen Equipment Co. 
Mine Safety Appliances Co. 

National Cylinder Gas Co., Inc. 


SAFETY CANS, CONTAINERS 
(NON-FLAMMABLE) 


Cans, Receptacles 


S. G. Adams Co. 

E. D. Bullard Co. 

Buffalo Fire Appliance Corp. 
Geo. W. Diener Mfg. Co. 
Eagle Mfg. Co. 

Fyr-F yter Co. 

General Detroit Corp. 
General Pacific Corp. 
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Safety Cans... 


- 


Justrite Mfg. Co. 

F. H. Lawson Co. 

Protectoseal Co. 

Safety Clothing & Equipment Co. 
M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


Containers 


General Detroit Corp. 

General Pacific Corp. 

Justrite Mfg. Co. 

Protectoseal Co. 

Safety Clothing & Equipment Co. 
Safety Floor Products Co. 
Standard Industrial Products Co. 


Oily Waste Cans 

Ex-Cell Metal Products, Inc. 
Justrite Mfg. Co. 
Protectoseal Co. 

M. L. Snyder & Son, Ine. 
Witt Cornice Co. 


Smoking Receptacles 

Ex-Cell Metal Products, Inc. 
Safety Floor Products Co. 
Standard Industrial Products Co. 


Tanks 


S. G. Adams Co. 
American Safety Tank Co. 
Protectoseal Co. 


Wirt & Knox Mfg. Co. 


Waste Disposal Units 


S. G. Adams Co. 

Bennett Mfg. Co. 

E. D. Bullard Co. 

Geo. W. Diener Mfg. Co. 
Justrite Mfg. Co. 

F. H. Lawson Co. 

Protectoseal Co. 

Safety Clothing & Equipment Co. 
Witt Cornice Co. 


SHIELDS, COVERS 


Canvas Shields 


C. R. Daniels, Inc. 

Frommelt Industries 

Fulton Bag & Cotton Mills 

Wm. E. Hooper & Sons Co. 
Industrial Gloves Co. 

Industrial Products Co. 

Industrial Safety Specialties Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Wheeler Protective Apparel, Inc. 


Fire Shields 


American LaFrance Corp. 
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C. R. Daniels, Inc. 
Frommelt Industries 
Industrial Gloves Co. 
Industrial Products Co. 
National Foam System, Inc. 


Industrial Safety Specialties Co. 
Safety Clothing & Equipment Co. 
M. L. Snyder & Son, Inc. 


Pulmosan Safety Equipment Corp. 


Safety Clothing & Equipment Co. 
Western Fire Equipment Co. 
Wheeler Protective Apparel, Inc. 


Salvage Covers 

C. R. Daniels, Inc. 

Frommelt Industries 

Fulten Bag & Cotton Mills 
Wm. E. Hooper & Sons Co. 
Industrial Products Co. 


Welding Curtains 


American Optical Co. 

Bemis Bros. Bag Co. 

E. D. Bullard Co. 

Cotton Goods Mfg. Co. 

C. R. Daniels, Inc. 

Fulton Bag & Cotton Mills 
Industrial Gloves Co. 

Industrial Products Co. 

Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 








1957 





What happens to plant safety when the lights go out ? 


(the true story of a needless accident) 


“Suddenly the lights went out. 


We had lost our electric power. Then a cry of 


pain filled the air. Bill Dunlap, our best machinist, had tripped over a piece of 
bar stock in the dark. He was on the invalid list for over 2 weeks.” 

Don’t risk accidents that sudden darkness brings. Install Exide Lightguard 
Emergency Lighting Equipment. They plug into your regular outlets—go on 
automatically when lights go out. Built-in automatic charger. Send coupon today. 





Circle No. 84 on 


*Lighteverd is a trademark of The Electric Storage Battery Co.. Reg. U.S. Pat. OF 


Ex ide Saimeiie Division 


The Electric Storage Battery Company, Phila. 2, Pa 


Send details on portable Exide Lightguards 

larger emergency lighting systems 
Name 
Street 


Zone 


—— 


State 


| 
| 
I 
| 
| 
| 
| 
| 
I 
| 
| 
| 
| 
E 


reader service card for more information 


@ 
_ 

















Important design improvements in these Ansul Extinguishers 
give you more fire fighting power at no increase in price. 
Three years of research and more than 2000 fire tests turned 
up some significant new information on dry chemical extin- 
guishment. Ansul engineers were able to design these findings 
into three new extinguisher models, the 10B, 20C and 30C. 
Result, greatly increased fire fighting power. All Ansul equip- 


ment is backed by a five-year warranty. This is the best way 
we know to say Ansul fire extinguishers are the finest of their 
kind made anywhere. 





The Ansul Chemical Co., Marinette, Wisconsin 
Circle No. 85 on reader service card for more information 
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Shields, Covers .. . 


Singer Glove Mfg. Co. 
Standard Safety Equipment Co. 
Wheeler Protective Apparel, Inc. 


SIGNS, FIRE PREVENTION 


Ad-O-Plastic Co. 

\. C. Davenport & Son, Inc. 

Eastern Metal of Elmira 

Elliott Service Co. 

Industrial Products Co. 

Mine Safety Appliances Co. 

Minnesota Mining & Mfg. Co.— 
Reflective Sheeting Div. 

Prairie State Products Co. 

Ready-Made Signs Co., Inc. 

Safety Clothing & Equipment Co. 

Standard Signs, Inc. 

Stonehouse Signs, Inc, 

Watchemoket Optical Co., Inc. 

Westline Products Div., Western 
Lithograph Co. 


SMOKE DETECTORS 


Automatic 

American District Telegraph Co. 
Cardox Corp. 

Central Station Signals, Inc. 

Walter Kidde & Co., Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Randolph Laboratories, Inc. 


SPRINKLER SYSTEMS 


Automatic 


Ansul Chemica! Co. 

Automatic Sprinkler Corp. of America 
Blaw-Knox Co. 

Central Station Signals, Inc. 

Globe Automatic Sprinkler Co. 
Grimes Sprinkler Div. 

Grinnell Co., Inc. 

Notifier Corp. 

Raisler Sprinkler Div. 

Reliable Automatic Sprinkler Co., Inc. 
Star Sprinkler Corp. 

Viking Corp. 


Built-in COs Systems 

American LaFrance Corp. 

Automatic Sprinkler Corp. of America 
Cardox Corp. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler Co. 
Grinnell Co., Inc. 

Walter Kidde & Co., Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Randolph Laboratories, Inc. 


Dry Chemical Systems 
Ansul Chemical Co. 


Heads 


Automatic Sprinkler Corp. of America 


OCCUPATIONAL HAZARDS @ JUNE 


Blaw-Knox Co. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler Co. 
Grimes Sprinkler Diy. 

Grinnell Co., Ine. 

Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Raisler Sprinkler Div. 

Reliable Automatic Sprinkler Co., Inc. 
Rockwood Sprinkler Co. 

Star Sprinkler Corp. 

Viking Corp. 


Pipe 

Automatic Sprinkler Corp. of America 
Blaw-Knox Co. 

Fyr-Fyter Co. 


Globe Automatic Sprinkler Co. 
Grinnell Co. 

C-0-Two Div., Fyr-Fyter Co. 
Viking Corp. 


Pyrene 


Systems 


Automatic Sprinkler Corp. of America 
Blaw-Knox Co. 

lobe Automatic Sprinkler Co. 

Grinnell Co., Inc. 

Raisler Sprinkler Div. 

Reliable Automatic Sprinkler Co., Inc. 
Rockwood Sprinkler Co. 

M. L, Snyder & Son, Inc. 

Star Sprinkler Corp. 

Viking Corp. 








EMERGENCY 
SPLINT 


Can be applied by the 
Novice and Expert 
Alike—No Special 
Training Required 


. . - Now, for the First Time in the History of 
First Aid — A Comfortable EMERGENCY SPLINT * 


The Stryker Emergency Splint combines shaped aluminum 
half sections with built-in padding and traction to completely 


immobilize the limb 


comfort. 


The patient can then be handled with 


Moderate, uniform compression controls bleeding 


and swelling. X-rays can be taken without removing the splint, 
allowing the fracture to be set immediately. Weight, 5 Ibs. 


Hospital Ambulances * Industrial Plants * Rescue Squads 


Public Schools * Athletic Departments * Ambulance Services 


Funeral Directors * Camps and Resorts 


Transportation Companies. 


PRICES 


No. 6065 Stryker Emergency Splint, pair in protective cover 59.00 


No. 60 Stryker Emergency Splint, 36” (Adult leg) . 


. 33.00 


No. 65 Stryker Emergency Splint, 30” (Adult arm, 


Child leg and arm) ........ 28.00 





Name 
Address 


City. 





Orthopedic Frame Co 
420 Alcott Ave 


(€) Send me 


Bill the oddress below 
(CD Please send me additional information 


Kalamazeo, Michigan 
.. No. 6065 

. No. 60 

No. 65 


Dept. OH 


Stryker Emergercy Splints 














Kalamazoo Michigan 
Distributed in Canede by: Fisher & Burpe, itd., Winnipeg 
Exclusive Agent for Export: Schueler & Co., 75 Cliff St, N.Y 


Circle No. 86 on reader service card for more information 





Circle No. 88 on reader service card for more information 


Sprinklers . . . 


Valves 


Automatic Sprinkler Corp. of America 
Coppus Engineering Corp. 
Globe Automatic Sprinkler Co. 
Grimes Sprinkler Div. 
M & H Valve & Fittings Co. 

Mueller Co. 
Type V HOSE REELS Powhatan Brass & Iron Works 
Simple, compact circular me Raisler Sprinkler Div. 
oman ho aagae A —— D Reliable Autoinatic Sprinkler Co., Inc. 
experienced personnel can Star Sprinkler Corp. 
operate this reel easily and 
quickly. 


STRETCHERS 


Stretchers 


Bomgardner Mfg. Co. 
E. D. Bullard Co. 
Davis Emergency Equipment Co., Inc. 
Emergency Aids Co. 
Frank Mfg. Co., Inc. 
A. E. Halperin Co., Inc. 
wag —, — ee Junkin Safety Appliance Co., Inc. 
e hump in center takes ‘ prema A cota ay 
weight of the hose—eliminatos |. . . Prevents Knotting ume 
sharp folds — lengthens hose © hs s \ Smith & Son Inc 
gO cilia tiated and Twisting during Safety Clothing & Equipment Co. 
a CSG y 
hol in position while it “Run-Out.” ge pened orgs 
is being pulled off. irt § nox Mfg. Co. 





All Steel Construction Provides Long Life With Minimum Maintenance. 


“WIRT & KNOX MFG. CO. ee 


Bomgardner Mfg. Co. 
2308 WEST YORK STREET PHILADELPHIA 32, PA. 


Emergency Aids Co. 
Frank Mfg. Co., Inc. 


BE READY FOR Washington Products Co. 


ie 
+ 


Forcible Entry 
WHEN FIRE STRIKES Atlas Safety Equipment Co., Inc. 
amen Akron Brass Mfg. Co., Inc. 
The GARDWELL Fire Blanket Container is fast and Elkhart Brass Mfg. Co. 
| easy to operate. Use it to smother fires or for first Fyr-Fyter Co. 
taid cases. Pull the release and the 66” x 84”, 4 lb. C. D. Pike & Fire Hook Mfg. Corp. 
| woolen blanket slides out instantly: The container is H. K. Porter, Inc. — 
ae . ; ; M. L. Snyder & Son, Inc. 

' j} painted a bright red and is designed for easy Wooster Brass Div:, Fyr-Fyter Co 
hanging. ASBESTOS ae , : 
"| BLANKETS ALSO 

“ | AVAILABLE. 


= | : \ Hydrant Wrenches 
Z) PULL THE RELEASE eee, 





Akron Brass Mfg. Co. 
—BLANKET DROPS! j F W. D. Allen Mfg. Co. 
’ | CONVENIENT i M Siren Mfg. Co. 
YOU'RE READY! aon B & Bien. Sele, Xe 
Buffalo Fire Appliance Corp. 
ropes Elkhart Brass Mfg. C 
2 “a 5 BRACKETS : aart Tass Mig. Uo. 
HOW TO ORDER EACH a Fyr-Fyter Co. : 
4 ji 4 Howe Fire Apparatus Co. 
os 0 — Container and Woolen Blanket... $17.50 q Powhatan Brass & Iron Works 
941 — Contulner and Asbestos Blanket. 32.10 x Pyrene—C-0-Two Div., Fyr-Fyter Co. 
sapere Woolen Blanket 8.50 M. L. Snyder & Son, Inc. 
— 66 x60 Asbestos Blanket____ . 23.45 ST. Hydrant Wrench Co. 
° oe: Conpiner only —__4_ 6.68 ij Western Fire Equipment Co. 
190DM — Container — Outdoor Model —— 9.25 Wooster Brass Div., Fyr-Fyter Co. 
~*~. BLANKET 
OUT 
INSTANTLY 
i Non-Sparking Tools 
Ampco Metal, Inc. 
Beryllium Corp. 
Ingersoll-Rand Co. 
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Tools ... 


Wire Cutters 


Elkhart Brass Mfg. Co. 
Howe Fire Apparatus Co. 
H. K., Porter, Inc. 


Stebco Products, Stein Bros. Mfg. Co. 


WEARING APPAREL 


Asbestos Clothing 


American Optical Co. 

E. D. Bullard Co. 

David’s Gloves, Inc. 

Industrial Gloves Co. 

Industrial Products Co. 
Industrial Safety Specialties Co. 
Jaxco, Inc. 

Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Safety First Supply Co. 

Singer Glove Mfg. Co. 

M. L. Snyder & Son, Inc. 
Standard Safety Equipment Co. 
Wheeler Protective Apparel, Inc. 


Boots 


Beacon Falls Rubber Footwear 
Cairns and Brother, Inc. 
Fyr-Fyter Co. 

Goodall Rubber Co. 

Mine Safety Appliances Co. 
M. L. Snyder & Son, Inc. 

U. S. Rubber Co. 


Clothing, Canvas, Rubber 


Robin W. Adair Co., Inc. 
American Optical Co. 
Cairns & Brother, Inc. 
Cooley, Inc. 

Frommelt Industries 
Fyr-Fyter Co. 

Globe Mfg. Co. 

Goodall Rubber Co. 

B. F. Goodrich Co. 
Industrial Gloves Co. 
Industrial Products Co. 
Industrial Safety Specialties Co. 
Janesville Apparel Co. 
Midwestern Mfg. Co. 

Mine Safety Appliances Co. 


Pulmosan Safety Equipment Corp. 


Safety Clothing & Equipment Co. 
M. L. Snyder & Son, Inc. 
U. S. Rubber Co. 


Wheeler Protective Apparel, Inc. 


Fire Rescue Suits 


Cooley, Inc. 

Far-Ex Corp. 

Fyrepel Products Co. 

Industrial Gloves Co. 

Industrial Products Co. 
Industrial Safety Specialties Co. 
B. F. McDonald Co. 

Mine Safety Appliances Co. 
Safety Clothing & Equipment Co. 
Standard Safety Equipment Co. 
Wheeler Protective Apparel, Inc. 


Hats, Caps, Uniforms 
E. D. Bullard Co. 
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Cooley, Inc. 

Fyrepel Products Co. 

Fyr-Fyter Co. 

B. F. Goodrich Co. 

Industrial Gloves Co. 

Mine Safety Appliances Co. 
Safety Clothing & Equipment Co. 
M. L. Snyder & Son, Inc. 


Helmets 

American Optical Co. 

E. D. Bullard Co. 

Cairns & Brother, Inc. 

Davis Emergency Equipment Co. 
Fyr-F yter Co. 

Industrial Gloves Co. 

Industrial Products Co. 

Mine Safety Appliances Co. 


Pulmosan Safety Equipment Corp. 


Safety Clothing & Equipment Co. 
Safety First Supply Co. 
Wheeler Protective Apparel, Inc. 


WETTING AGENTS 


Compounds 


American LaFrance Corp. 
Aquadyne Corp. 

Buffalo Fire Appliance Corp. 
V. S. Darley & Co. 
Firewater Co. 

General Detroit Corp. 
General Pacific Corp. 

E. F. Houghton & Co. 
National Foam System, Inc. 
Pyrene—C-0-Two Corp. 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 


MISCELLANEOUS 


Canvas or Metal Pails, Buckets 
C. R. Daniels, Inc. 


Fire Extinguishing Fluid 


Dow Chemical Co. 


Generators, Portable 
D. W. Onan & Sons, Inc. 


Hydrants 


Globe Automatic Sprinkler Co. 
M & H Valve & Fittings Co. 
F. N. McIntire Co. 


Lightning Rods and Arrestors 


George E. Thompson Co. 


Radiameters 


Curtiss-Wright Corp. 


Smoke Exhausters 


Neep Equipment Co. 





wants to 


SET the 
WORLD 


(much less — his plant!) 
you can STOP 
FIRES before 
they start 


Ready 
FIRE Mam | LCT sf 


PREVENTION Bart 


PLASTICS 


ind the new 


for SAFETY Ha) 


self-adher 


READI STIK 


EXPLOSIVE GAS 
NO SMOKING 





Man’s best friend becomes his worst enemy! 


FIRE. . 


. out of control . 


in your plant or 


premises...can wipe out a lifetime of work, 
investment and dreams (and life and limb 


too!).. 
The ti 


stort... 


in @ matter of minutes! 
me to STOP FIRES is before they 
with clear, concise, durable 


Ready Made FIRE PREVENTION Signs for 


READY MADE SIGN CO., INC. 


signs for industry since 1861 


115 WORTH STREET * NEW YORK 13, N. Y. 


OVER 2,000 STOCK WORDINGS 
— yours for the asking! 


READY MADE SIGN CO., INC., 


DEPT. OH 
115 Worth 


-67 


Street, New York 13, MN. Y. 


Yes! Send us: 


C) Curren 


[| Place our name on list for 
your new Ready Made Catalog 


Please se 
[| Safety 
{ | Traffic 
Specia 
(copy 


Nome___. 


Address 


| 
| 
| 
! 
Eee ae | 
| 
| 
| 


t Ready Made Catolog 


Radiation | 
Electrical 


4 Fire Prevention! 


nd further information ; L) Explosion 
& Accident Prevention Trucks 

C Municipalities in-plant 
| signs to order ne enroute 
enclosed for quotation). 





LL =— nee eee 





Zone__ State__ 


Circle No. 89 on reader service cord 











Dinactony of Trade Names 


in the 
fire-fighting 
equipment 
field 








ABC 


Aaron—Soda and acid extinguishers. 
M. L. Snyder & Son, Inc. 
Acme—Gas masks. 
Acme Protection Equipment Co. 
Acme—Soda and acid extinguishers. 
M. L. Snyder & Son, Inc. 
ApapTaBEL—Horns. 
Edwards Co., Inc. 
ApaptaHoRN-——Horns. 
Edwards Co., Inc. 
ADT—Industrial alarm systems. 
American District Telegraph Co. 
Av-O-Piastic — Warning signs, Ad-O- 
Plastic Co. 
Arro—Automatic fire alarm systems. 
American District Telegraph Co. 
Arro—Mill hose. 
Republic Rubber Div. 
Arr-O-Foam—Foam liquid. 
National Foam System, Inc. 
Anrens-Fox—Pumpers, tank trucks. 
Ahrens-Fox, Inc. 
Am Foam—Sprinkler system. 
Automatic Sprinkler Corp. of America 
Arr Mask—Demand type masks. 
Mine Safety Appliances Co. 
Arr-Pak—Self-contained and extension 
hose model air units. 
Scott Aviation Corp. 
Ayax—Fire hose, booster chemical hose. 
Hewitt Robins, Inc. 
Axsark—Automatic fire doors and shut- 
ters. 
Kinnear Mfg. Co. 
Axro-Jet—Nozzle. 
Akron Brass Mfg. Co. 
Axro-Mist—Fog nozzles. 
Akron Brass Mfg. Co. 
Atcoroam-—Generator powder. 
American LaFrance Corp. 
Atco-Lite—Aluminuin fire ladders. 
Aluminum Ladder Co. 
ALcospraY—Spray nozzles. 
American LaFrance Corp. 
ALERtT— Watchclock. 
Detex Watchclock Co. 


A.tFiteE — Portable CO. extinguishers, 


wheeled engine and fixed systems. 

American LaFrance Corp. 
ALLENco—Hose, hose cabinets, racks, 

reels, couplings, spanners,. axes, 

nozzles, siamese fittings, crowbars. 

W. D. Allen Mfg. Co. 
ALL Purrose—Gas mask canister. 

Acme Protection Equipment Co. 
ALL Purrpose—Foam liquid. 

Rockwood Sprinkler Co. 
Aut-Service—Canisters. 

Mine Safety Appliances Co. 
ALL-Viston—F acepieces. 

Mine Safety Appliances Co. 
ALLWEATHER—Fire hose. 

American LaFrance Corp. 


86 


Art WeatHer—First aid kits. 

Mine Safety Appliances Cv. 

ALzo-Lire—Flood light. 

Benjamin Electric Mfg. Co. 

\ MERICAN—Synthetic rubber lined hose. 
American Rubber Mfg. Co. 

\ mertcANn—Motorized fire apparatus. 
American Fire Apparatus Co. 

\ MERICAN—Safety fuel supply tanks. 
American Safety Tank Co. 

(AmertcAN LaFrance—Fire apparatus; 
hand, portable, and wheeled engine 
extinguishers ; nozzles; ladders; 
shields. 

American LaFrance Corp. 

AmertcAN Marsu—Fire pumps. 
American Marsh Pumps, Inc. 

Ampco—Non-sparking safety tools. 
Ampco Metal, Inc. 

AnsuL—Dry chemical extinguishers, 
water extinguishers. 

Ansul Chemical Co. 

Aptan—Sprinkler system. 

Automatic Sprinkler Corp. of America 

Aqua-Foam—Foam nozzles. 

Cardox Corp. 

\qua-FoAMPAK 
generator. 
Cardox Corp. 

Agua Foc—Water nozzle. 

Cardox Corp. 

Agua Gas—Water nozzle. 
Cardox Corp. 

Aqua Jet—Water spray nozzle. 
Cardox Corp. 

Arctic — Anti-freeze wheel engines. 
American LaFrance Corp. 

ArnpMoRE—Hose reels and rollers. 
Ardmore Products 

ArncusLiteE—Arguslite Co. 

ARIsTOCRAT—Foam extinguishers. 

M. L. Snyder & Son, Inc. 

Arrow — Pump tank _ extinguisher 
(water). 

D. B. Smith & Co., Inc. 

Anrow—Soda and acid extinguishers. 
M. L. Snyder & Son, Inc. 

\sBESTEX—asbestos fire blankets. 
Frommelt Industries 

AsBesTos Fire-Firer—asbestos clothing. 
Industrial Gloves Co. 

\spestos Fireman—Asbestos clothing, 
fire rescue suits. 

Wheeler Protective Apparel, Inc. 

Artas—Insulated crash axes, hatches, 
rope ladders. 

Atlas Safety Equipment Co., Inc. 

\uTo-STREAM—Fog_ nozzles. 

Akron Brass Mfg. Co. 

B & M—Sirens. 

B & M Siren Mfg. Co. 

Barton—Fire pumps. 

American Marsh Pumps, Inc. 

BantamM—Low-power, two-way radio 
equipment. 


Mechanized foam 


Bendix Radio Div. 

BarTton-AMERICAN—Fire pumps. 
American Fire Pump Co. 

Bar-Way—High pressure couplings. 
Bar-Way Mfg. Co. 

Beacon-Ray—Warning lights. 

Federal Sign & Signal Corp. 

Bean—Industrial high-pressure fog fire 
fighters and apparatus. 

John Bean Div., Food Machinery & 
Chemical Corp. 

BenyamMin—lIndustrial fire alarm sys- 
tems, horns, sirens, and floodlights. 
Benjamin Electric Mfg. Co. 

Bennett Br_t—Waste disposal units. 
Bennett Mfg. Co. 

BeryLco—Non-sparking safety tools. 
Beryllium Corp. 

Bic Beam—Flares, hand lights, warning 
lights, emergency lighting units. 
U-C Lite Mfg. Co. 

Bi-LareraL—Cotton rubber lined fire 
hose. 

Bi-Lateral Fire Hose Co. 

BLACKINTON—Badges, insignia. 

V. H. Blackinton & Co., Inc. 

BiazeE Braker—Welding curtains. 
Fulton Bag & Cotton Mills. 

Buitz Buccy—Small high pressure fire 
trucks. 

Blitz Buggy Co. 

Buiizzarvp—Dry chemical powder extin- 
guisher. 

M. L. Snyder & Son, Inc. 

Biue Rispon—Wooden ladders. 
Goshen Mfg. Co., Inc. 

BoarpMAN—Motorized fire apparatus. 
Joardman Co. 

BomcGarpNER—Cots, inhalators, resusci- 
tators, respirators. 

Bomgardner Mfg. Co. 

Boston—Nozzles, hose. 

Boston Woven Hose & Rubber Co. 

BraxMaR—Badges, insignia. 

C. G. Braxmar Co., Inc. 

BrREAKSTONE—COz extinguisher. 

M. L. Snyder & Son, Inc. 

BresNAN—Cellar pipe nozzles. 

Elkhart Brass Mfg. Co. 

BurraLco—CO,. dry chemical, 
soda-acid, vaporizing liquid, 
wheeled extinguishers. 

Buffalo Fire Appliance Corp. 

Butt Doc—Fire hose, cotton rubber 
lined. 

Boston Woven Hose & Rubber Co. 

C-D-C—Foam-compatible dry chemical. 
Ansul Chemical Co. 

CM-7—Vaporizing liquid fire extinguish- 
ing agent. 

Red Comet, Inc. 

C-0-Two — Fire extinguishers, built-in 
extinguishing systems, built-in smoke 
and heat detecting systems. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
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‘SS — Sprinkler and automatic fire 

alarm equipment. 

Central Station Signals, Inc. 

‘APTAIN—Vaporizing liquid extinguish- 
er (hand pump). 

Fyr-Fyter Co. 

‘ARDOX CO. fire trucks, foam fire 
trucks, trailerized fire equipment, 
built-in COs systems. 

Cardox Corp. 

‘ARFONE—Mobile radio equipment. 
Radio Corp. of America 

“ARPENTER — Automatic emergency, 
emergency, and warning lights. 
Carpenter Mfg. Co. 

‘ARRY Ez—Chair. 

Bomgardner Mfg. Co. 

‘ELLULUBE—Hydraulic fluids. 

Celanese Corp. of America 

‘ENTRAL STATION—Water extinguisher. 
Fyr-Fyter Co. 

‘HAIR Cot—Stretchers. 

Bomgardner Mfg. Co. 

‘“HALLENGER—Wheeled foamite engine. 

American LaFrance Corp. 


~ 


~ 


~ 


~ 


i 


~ 


— 


~ 


CHALLENGER—Motorized fire apparatus. 
Sharpsville Steel Fabricators, Inc. 
Cuampion — Motor apparatus fire 

pumps. 


W. S. Darley & Co. 
‘HEMOCRAT—Respirator. 

Pulmosan Safety Equipment Corp. 
‘“HEMOX—Oxygen breathing apparatus. 
Mine Safety Appliances Co. 
‘H1EF—Shutoff nozzles. 

Elkhart Brass Mfg. Co. 
‘IRCULAR-AiR—Hose drying cabinet. 
Circul-Air Corp. 
Conarpite—Wire cutters. 

H. K. Porter, Inc. 
Cotp-Foam—Foam liquid (for -20°F). 

National Foam System, Inc. 
Cotiapsi-Cot—Stretchers. 

Emergency Aids Co. 
Comet—Watchclocks. 

Chicago Watchclock Co. 
ComMMANDO — Pumpers (rural), tank 

trucks, 

Progress Mfg. Co., Inc. 
Convor—Fire hose. 

Raybestos Manhattan, Inc. 
ControL-FLo—Valves, fire hose valves. 

Wooster Brass Div., Fyr-Fyter Co. 
Coucnu—Signaling equipment. 

S. H. Couch Co., Ine. 
Crackeryack—Rubber lined cotton 

hose. 

American Rubber Mfg. Co. 
Cusnton Batt—Nozzle. 

Wooster Brass Div. Fyr-Fyter Co. 


DEF 


Dan-Dry—Salvage covers. 
C. R. Daniels, Inc. 

Danpux—Canvas fire pails and buckets, 
salvage covers. 

C. R. Daniels, Inc. 

DaNnTEX—Salvage covers. 
C. R. Daniels, Inc. 

Dayton—Cotton rubber lined hose, 
water extinguisher (hand pump). 
Fyr-Fyter Co. 

De Luxe—Fire hose and extinguisher 
cabinets. 

Wirt & Knox Mfg. Co. 

Derect-A-Fire — Thermostatic sensing 
units for automatic systems. 
Fenwal, Inc. 


~ 


~ 


~ 


~ 
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Direct-ER—Sirens. 
Pyle-National Co. 
DrencH—Wetting agents. 
National Foam System, Inc. 
Dri-Rack—Firehose. 
Goodall Rubber Co. 
DuaLarmM—Alarm System. 
Gamewell Co. 
DuaLcuarp—Sprinkler system. 
Rockwood Sprinkler Co. 
Duatcuarp DeLuxe — Deluge type 
sprinkler. 
Rockwood Sprinkler Co. 
DuatstrEAM—Nozzles for dry chemical 
fire hose. 
Ansul Chemical Co. 
Duo-Matic—Fire alarms. 
Notifier Corp. 
Duo-Sarery—Aluminum ladders, wood- 
en ladders. 
Duo-Safety Ladder Corp. 
Duo-Service—F loodlights., 
Benjamin Electric Mfg. Co. 
Dura-Foc—Nozzles. 
Powhatan Brass & [ron Works, Inc. 
DuraspeEep—Sprinkler system (solder 
release). 
Grinnell Co., Inc. 
Dyna-Com—Two-way radio. 
Bendix Radio Div. 
E & J—Resuscitators, inhalators. 
E & J Mfg. Co. 
EacLe—Safety cans. 
Eagle Mfg. Co. 
EastMAN—Deluge sets. 
Samuel Eastman Co., Inc. 
EastTMAN-BarkKer—Deluge guns. 
Samuel Eastman Co., Inc. 
Eco—Watchclock. 
Detex Watchclock Co. 
Econ-O-Matic—Fire alarms. 
Notifier Corp. 
Economy—Fire hose. 
Raybestos Manhattan, Inc. 
Epwarps—Fire alarm and communica- 
tion systems. 
Edwards Co., Inc. 
Ex-Hoox—Pike pole and forcible entry 
tools. 
C. D. Pike & Fire Hook Mfg. Corp. 
ELectro-Matic—Pumps. 
Waterous Co. 
ELK Hose racks. 
Elkhart Brass Mfg. Co. 
E_k-Arm—Extinguishers, 
Elkhart Brass Mfg. Co. 
Emerson—Resuscitators, respirators, in- 
halators. 
J. H. Emerson Co. 
ExceLo—Chemical booster hose. 
Republic Rubber Div. 
E-Z FLtex—Fire hose. 
Goodall Rubber Co. 
F.0.B.—Aerosol burn spray. 
E. D. Bullard Co. 
FarrBANKS Morse—Fire pumps. 
Fairbanks Morse & Co. 
Fatcon—Alarm systems, _industrial 
warning horns, fire detecting units 
and systems, industrial signalling 
horns, automatic tank overfill alarm. 
Falcon Alarm Co., Inc. 
Farapay—Alarm systems (automatic 
central station, industrial), sirens, 
horns. 
Sperti Faraday, Inc. 
Feperat—Unlined linen fire hose. 


Federal Fire Hose Mfg. Co. 





















ROME 
LONDON 
GERMANY 


ith the opening of 
our permanently staffed 
Rome office we are now 
able to give marketing help 
to American manufacturers 
who are interested in any of 
the above three countries. 


We opened our Italian office 
because that country offers 
unusual -profit opportunities 
to American manufacturers 
and without the usual for- 
eign currency limitations. 
The ~ Italian government 
makes it very attractive to 
American manufacturers 
who will open certain types 
of plants in specified loca- 
tions. Such manufacturers 
get favorable tax consider- 
ation and are able, under 
most circumstances, to take 
their profits out of Italy with 
nominal limitations. 


Drop us a note if youre in- 
terested. Att: Irving B. 
Hexter. 


The Industrial 
Publishing Corporation 


812 Huron Rd, Cleveland 15, Ohio 
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) Frperat—Industrial fire alarm systems, 
sirens, horns, lights, whistles. 


Federal Sign & Signal Corp. 
Tell your safety story seeereeae eke eh 
a 


and switches. 


with... AD-O-PLASTIC ne Baath 


Frommelt Industries. 

Fire Batt—Warning light. 
EMBOSSED SAFETY SIGNS Federal Sign & Signal Corp. 
Fire Cuter Ducxks—Canvas shield. 


Your own wording embossed in colorful plastic lettering at low Wa. E. Hooper & Sons Co. 


cost, Accident record sign shown below is processed with your Fire Cuter Vinyt—Fire shields (coated 
special copy and supplied with interchangeable snap-on numerals. fabric). 
Inquire About our Complete Line of Safety Signs 


Wm. E. Hooper & Sons Co. 
Fire Ficuter—Gas masks. 
Willson Products Div., Ray-O-Vac Co. 
Fire Foc—Sprinkler system. 
Automatic Sprinkler Corp. of Ameri- 
ca. 


“HICH KEEP THIS Fire Guarp—COs, dry chemical, foam, 


soda-acid, vaporizing liquid, water, 
VOLTACE : ‘DOOR CLOSED wheeled knapsack extinguishers. 
> General Detroit Corp. 
General Pacific Corp. 
Fire -Gun — Vaporizing liquid ex- 


T - lneittatatie. 
5 A j : Y Ay AUTION ra“ LaFrance Corp. 


Cc . , . © 
FIRS Fire Kinc—Protective clothing. 


WEAR YOUR NQ. -, Wheeler Protective Apparel, Inc. 
RESPIRATOR CLEARANCE E-! A E— oam and water nozzles. 


Cardox Corp. 
FrreMAN’s CutTTrer—Wire cutters. 


H. K. Porter, Inc. 
Fire Spor—Sensing units for fire de- 


tection systems. 
Notifier Corp. 
P. O. BOX 474 ° WOODBRIDGE, N. J. FirEWATER— Wetting agent. 
Firewater Co. 
FLAMEBUSTER—Fire hose valves. 
Grinnell Co., Inc. 


“a FLAME Dopcer—<Asbestos clothing, fire 
Ny INDUSTRY IS BUYING (Qi Wau meaner 


a ») fF I Standard Safety Equipment Co. 
THE MEW . a Z F FLEXALARM—Automatic and manual fire 
p alarm systems. 
i A GS L EE r Gameweli Co. 
FLexceLo—Fire hose. 


: oa 3 Republic Rubber Div. 
Safety Cans —" —* Funt-FLeEx—Plastic fire helmets. 


Cairns & Brother, Inc. 




































































Foam—Foam liquid. 


the approved SAFE way iw a van | Rockwood Sprinkler Co. 


Foamite — Extinguishers, wheeled en- 
e 7 j gines, generators, generator powder, 
to handle flammable liquids i cscs stil Gani deaths. 
American LaFrance Corp. 
oe Foamite AtrrroamM—Generating nozzles, 
Acomplete new line with a good old name liquid, portable and fixed systems. 
Listed by Underwriters Laboratories a ee ae 


Foam-Maker—Foam systems. 
Approved by Factory Mutual Cardox Corp. , 


Available in 5 sizes from] qt. to 5 gal. Foc Cxuter—Nozzles. 
© No waste. no splash, no spill . a ati & a Works, Inc. 
2 e OG FOAM—fF 0am nozzie. 
SO ® Strong quality construction Rockwood Sprinkler Co. 
Safety Cans come ° Self-adjusting guard cap prevents leakage Foc-Hoc—Deluge nozzle. 
with trigger- grip @ Safe for handling all flammable liquids Akron Brass Mfg. Co. 


handle, as illustrated Foc-Kar—Pumper (high pressure fog). 
at top right. 214 and Order from your supplier or write for information. j : rs 

: W. J. Thiele & Sons Co., Inc. 
5 gal. sizes feature The new Eagle 1955 catalog showing the Complete eae e ’ ’ 
free-swing handle Line is now available free. Foc Kinc—Fire nozzles. 


(above) Eagle products are also available in Canada. Wooster Brass Div., Fyr-Fyter Co. 
Foc Master—Fire nozzles. 
MANUFACTURING COMPANY Wooster Brass Div., Fyr-Fyter Co. 


= oH , 
Wellsburg, W.Va. I 0G-STREAM— Fog nozzles. 
Western Fire Equipment Co. 


Serving Industry Since 1894 FouLte—Burn medicant. 
Carbisulphoil Co. 














Circle No. 90 on reader service cord for more information 
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Fotp-A-Cot—Collapsible stretcher. 
Bomgardner Mfg. Co. 
Forcep—Fire hose couplings. 
Wooster Brass Div. 
Forcex—Couplings. 
Akron Brass Mfg. Co. 
Forester—Forest fire tools and lights. 
Western Fire Equipment Co. 
FranK—Safety leggings and spats. 
Safety Clothing & Equipment Co. 
FuLLER—Brooms. 
Fuller Brush Co. 
Fut, Viston—Gas mask face piece. 
Acme Protection Equipment Co. 
Futton—Canvas shields. 
Fulton Bag & Cotton Mills. 
F yr-Cry—Automatic alarm system. 
Fyr-Fyter Co. 
Fyr-FLeEx—Hose, cotton rubber lined. 
Fyr-Fyter Co. 
Fyr-Freez—Portable carbon 
Walter Kidde & Co., Inc. 
FyrepeL—Aluminized heat and fire-re- 
sistant clothing. 
Fyrepel Products 
Fyr-Fyter—CO.s, dry chemical. foam, 
soda acid, vaporizing liquid, water, 
wheeled extinguishers and cotton rub- 
ber lined hose, extinguisher cabinets, 
nozzles, couplings, and dry chemical 
systems. 
Fyr-Fyter Co. 
Fyrman—Cotton rubber lined hose. 
Fyr-Fyter Co. 


dioxide. 


G 


G-1—Extinguishing powder 
nesium fires. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 

GAMEWELL — Fire alarm and plant 
watch systems. 

Gamewell Co. 

GarpweLL—Safety clothing and equip- 
ment. 

Safety Clothing & Equipment Co. 

GENERAL CO:, dry chemical, foam, 
soda acid, vaporizing liquid, water, 
wheeled, knapsack extinguishers. 
General Pacific Corp. 

GENERAL Quick Am Firecuarps—CO, 
dry chemical, foam, acid, vaporizing 
liquid, water, wheeled extinguishers. 
General Detroit Corp. 

General Pacific Corp. 

Gryser—Deluge and ladder pipe noz- 


for mag- 


zles. 
Wooster Brass Div., Fyr-Fyter Co. 

G.Lose—Fusible links, alarm valves, dry 
pipe valves, check valves. 

Globe Automatic Sprinkler Co. 

Giose Turn - Out Firemen’s water- 
proof canvas suits. 
Globe Mfg. Co. 

Gotp Mepat—Soda and 
guishers. 

M. L. Snyder & Son, Ine. 

B. F. Goopricu — Fire, 
chemical hose. 
B. F. Goodrich 
Co. 

GoopvyYEaR—Fire hose. 

Goodyear Tire & Rubber Co., Inc. 

Grant-Mu.tiversAL—Deluge sets. 
Akron Brass Mfg. Co. 

Grimes—Automatic sprinkler systems, 
sprinkler valves, fire protection sys- 
tems and sprinkler heads. 

Raisler Sprinkler Div. 


acid extin- 


suction, and 


Industrial Products 
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In heart and asthma cases — for victims over 

me by smoke, fumes and gases—for accident 
shock victims, you may speed recovery if your 
rst aid equipment includes a Scott Demand 
nhalator. 


Oxygen treatment administered quickly can 

be of tremendous importance. Scott Demand 

Inhalators can be put into operation in seconds. 

No adjustments of pressure or flow are re- 

juired. Safe and easy to use. Special training 
not necessary. Oxygen flows at rate and 
lume required by patient, and when needed 
the added help of slight positive pressure, 
th the touch of a button. 


ake steps now to be ready for that next victim. 
Let us send you complete information. Write us 
today or contact your nearest Scott Distributor. 


If there is Breathing Difficulry — 
GIVE OXYGEN 


Relieve shock in accident cases by 
oxygen inhalation. 


Celebrating a Quarter of a Century of Progress 


MEDICAL DIVISION 


SCOTT AVIATION CORP. 
229 ERIE STREET, LANCASTER, N. Y. 


CANADA: SAFETY SUPPLY CO., TORONTO — BRANCHES IN PRINCIPAL CITIES 
EXPORT: SOUTHERN OXYGEN CO., 250 WEST 57th STREET, NEW YORK 19, N.Y. 
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GRINNELL — Automatic sprinkler sys- 
tems, sprinkler valves, fire protection 
systems. 

Grinnell Co., Inc. 

GuarpsMAN—Watchclock. 

Detex Watchclock Corp. 

GyraLiteE—Warning lights. 
Pyle-National Co. 


HIJKL 


H-H-60—In-plant fire truck. 
John Bean Div., Food Machinery & 
Chemical Corp. 
H-H [nnaLcator—Inhalators. 
Mine Safety Appliances Co. 
HKP—Wire cutters, forcible entry tools. 
H. K. Porter, Inc. 


Haccarp—Stretchers. 
Medical Supply Co. 
Hanoie-Tatkig — Two-way portable 
radio. 
Motorola, Inc. 
HannaYy—Hose reels, hose rollers and 
guides. 
C. B. Hannay & Son, Inc. 
Harp Borep—Fibreglas fire helmet. 
E. D. Bullard Co. 
Hewitt Branp—Fog hose. 
Hewitt Robins, Inc. 
Hich Vacuum—Hand pumps. 
Tokheim Corp. 
Homor_ex—Hose. 
Raybestos Manhattan, Inc. 
Hooster—Hose cabinets. 
Elkhart Brass Mfg. Co. 








Washington Ambulance COT!! 


Now you can get an ambulance cot that 
is REALLY LOW — only 8'4 inches high 
— the perfect answer for cars that have 
less head room, and for overhanging 
stretchers. The new Washington model 
21-L is of special value for heart cases, 
and other patients who must be kept in a 
sitting position. Washington's famous top- 
quality craftsmanship is apparent through- 


ADJUSTABLE-BACK 
EMERGENCY STRETCHER 
MODEL 9AB 

Four adjustable positions on 
back rest, folds to only 41% 
inches high! One of Wash- 
ington’s complete line of 
folding emergency stretchers 
for every need, in every 
price range. 


NEW PUSH-TYPE 
COT FASTENER 
MODEL 3A 


out this new model cot with such features 
as sturdy, rigid construction .. . highly 
polished aluminum tubing and castings 

.. very lightweight yet strong. . . trig- 
ger release side rails . . . adjustable back 
rest with nine-position squeeze-lock ad- 
justment. It always pays to choose Wash- 
ington for the newest and best in all 
emergency room or vehicle requirements. 


This new and improved cot fastener 
holds cots securely in station wagons 
and other types of emergency vehicles. 
Washington makes four other models of 
cot fasteners, to meet every need for 
any kind of vehicle. Tell us the make 
and model of your vehicle, and we'll 
recommend suitable fasteners. 


See your jobber or write for FREE catalog! 


ton Products Co. 


‘WASHINGTON COURT HOUSE, OHIO 
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Houcuto-Sare—Hydraulic fluid. 
E. F. Houghton & Co. 

Howe—Hose spanners, COs fire trucks, 
foam fire trucks, tailorized fire equip- 
ment. 

Howe Fire Apparatus Co. 

Hypro—Fire hose. 

Republic Rubber Div. 

|. H. B.—Fire fighting and cleanup 
brooms. 

Industrial Home for the Blind. 

I-R—Non-sparking safety tools. 
Ingersoll-Rand Co. 

IpeEAL—Dry chemical extinguisher. 

M. L. Snyder & Son, Inc. 

InpIAN—Portable backpack fire pumps, 
spray: nozzles. 

D. B. Smith & Co., Inc. 

INDIAN Cuier—Fire axes. 
Mann Edge Tool Co. 

INDUSTRIAL SIREN—Siren. 

Benjamin Electric Mfg. Co. 

INNERFLEX—Fire hose. 

General Detroit Corp. 
General Pacific Corp. 

INSTANT—Extinguishers. 

Fyr-Fyter Co. 

INvINcIBLE—Hose. 
Mercer Rubber Co. 

[PCO—Fire blankets, blanket holders, 
burn dressings, burn medicants, first 
aid kits, canvas shields, fire shields, 
salvage covers, welding curtains and 
asbestos clothing. 

Industrial Products Co. 

ISSCO—Fire rescue suits (asbestos). 
Industrial Safety Specialties Co. 

JANeEsvILLE—Rubber and canvas cloth- 
ing. 

Janesville Apparel Co. 

Justrire—Warning lights, oily waste 
cans, containers. 

Justrite Mfg. Co. 

KARBALOY Chemical extinguishing 
agent. 
Fyr-Fyter Co. 

Kippe—Built-in CO. systems; smoke 
detecting systems; COs, dry chemical, 
foam, soda acid, vaporizing liquid, 
water and wheeled extinguishers; 
hose reel extinguishers. 

Walter Kidde & Co. 

Kipp—e Atmo—Fire detection system. 
Walter Kidde & Co. 

KinNEAR—Automatic fire doors. 
Kinnear Mfg. Co. 

KONTROL Foam and soda-acid ex- 
tinguishers. 

M. L. Snyder & Son, Inc. 

Koot-Grip—Asbestos gloves. 
Industrial Gloves Co. 

KortLanpt—Fire hose. 

Raybestos Manhattan, Inc. 

KreIsELMAN—Bellows type resuscitator. 
Cycle-Flo Co. 

LAWSON Waste disposal units, con- 
tainers (non-flammable). 

F. H. Lawson Co. 

Leonarp—Fire pump. 

American Fire Equipment Co. 

LicghtGUARD—Emergency lighting units. 
Exide Industrial Div., Electric Stor- 
age Battery Co 

Licutinc—Hose racks, reels, carts. 
American Rubber Mfg. Co. 

LirtLe Bean—250 F-Fire truck. 

John Bean Div., Food Machinery & 
Chemical Corp. 
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Littte Grant—Play pipes. 
Wooster Brass Div. 
Lirtte Mo’s—Nozzles. 
Army’s Fire Service 
Loapep Stream Instant—Extinguish- 
ers. 
Fyr-Fyter Co. 
Lowsoy—Station wagon cot. 
Bomgardner Mfg. Co. 
Lytrport—Portable resuscitator. 
E & J Mfg. Co. 


MNO P 


M & H—Hydrants, valves. 

M & H Valve & Fittings Co. 

M-X—Magnesium chip fire extinguisher. 
Buffalo Fire Appliance Corp. 

Mack—Pumpers, tank trucks, aerials. 
Mack Motor Truck Corp., Fire Ap- 
paratus Div. 

Macna-Force—Fire hose couplings. 
Wooster Brass Div., Fyr-Fyter Co. 

Mattese Cross—Fire hose, fog hose. 
Hewitt Robins, Inc. 

MANHATTAN—Fire hose. 
Raybestos-Manhattan, Inc. 

Mars—Warning lights, sirens. 

Mars Signal Light Co. 

Master Licguts—Hand and automatic 
emergency lights. 

Carpenter Mfg. Co. 

Mast-R—Adapters. 

B & M Siren Mfg. Co. 

Maxim—Emergency lighting units, CO. 
fire trucks, foam fire trucks, trailer- 
ized fire equipment, pumpers, tank 
trucks, crash trucks, ladder trucks. 
Maxim Motor Co. 

MetaL Fyr-Powner — Extinguishing 
agent. 

Fyr-Fyter Co. 

Met-L-X—Metal fire extinguisher. 
Ansul Chemical Co. 

Micro—Portable resuscitator. 

E & J Mfg. Co. 

MinuTEMAN—Portable resuscitator. 
Stephenson Corp. 

Minute Man—Watchclocks. 

Chicago Watchclock Co. 

Miracte — Carbon tetrachloride auto- 
matic extinguisher. 

M. L. Snyder & Son, Inc. 

MopuLarM—Fire alarm systems. 

S. H. Couch Co., Inc. 

Monarcu—Hose booster, chemical hose. 
Hewitt Robins, Inc. 

MSCO—Burn dressings, blankets, first 
aid kits, burn medicants, stretchers. 
Medical Supply Co. 

Mue_ter—Check valves, hydrants, gate 
valves, indicator posts. 

Mueller Co. 

Mutsiryre—Water spray system, water 
spray nozzles. 

Grinnell Co., Inc. 

Muttirrot—Deluge systems, dry pipe 
systems. 

Grinnell Co., Inc. 

MunicipaL—Hose. 

Hewitt/Robins, Inc. 

Mystery—Nozzles. 

Elkhart Brass Mfg. Co. 

NIF—Industrial fog nozzles. 

Wooster Brass Div., Fyr-Fyter Co. 

Nationat—Chemical foam. 

National Foam System, Inc. 


Nautitus—Water extinguishers. 
Badger Fire Extinguisher Co. 

New Easy—Forcible entry tools. 

H. K. Porter, Inc. 

NewmMan—Watchclock. 

Dextex Watchclock Corp. 

NiceroL—Foam liquid. 

General Detroit Corp. 
General Pacific Corp. 
No Frame—Fire blanket. 

A. E. Halperin Co., Inc. 

Norra Winp—CO; extinguishers. 
Badger Fire Extinguisher Co. 

Notirrer—Alarm systems, break glass 
stations, sprinkler systems, fire de- 
tection systems, sirens. 

Notifier Mfg. Co. 

Ou Cuem—Plastic aprons and clothing. 
Safety Clothing & Equipment Co. 

Oxvp Hicxory—Safety apparel. 
Industrial Gloves Co. 

Op ReviasLe—Wooden ladders. 
Goshen Mfg. Co., Inc. 

Ortymp1a—F loodlights. 

Benjamin Electric Mfg. Co. 

Onewa — 2%-gallon pump tank ex- 
tinguishers. 

D. B. Smith & Co. 

OreEN—Pumpers, tank trucks, motor ap- 
paratus. 

Oren Roanoke Corp. 

Outrpoor—Anti-freeze extinguisher. 

M. L. Snyder & Son, Inc. 

P.D.Q.—Nozzles. 

Akron Brass Mfg. Co. 

P-F—Rescue kits. 

H. K. Porter, Inc. 

P-K—Burn ointment. 
Pac-Kit Co. 

Pac-Kit—First aid kits. 
Pac-Kit Co. 

Patrot—Watchclock system. 
Detex Watchclock Corp. 

PENGUIN 
tinguisher. 
Badger Fire Extinguisher Co. 

PENTRATE—Wetting agent. 

American LaFrance Corp. 

Perrection—Oily waste cans. 

Geo. W. Diener Mfg. Co. 

Perrex Rancer—Fire fighting brooms. 
Brooklyn Fibre Broom Co., Inc. 

Perxins—Hand emergency lights. 
Perkins Battery Co. 

Puister—Vaporizing liquid extinguish 
ers. 

Phister Mfg. Co. 

PIoNEER—Fire pumps. 

Western Fire Equipment Co. 

Pirsch—Pumpers, tank trucks, aerial 
ladders, ground fire ladders. 

Peter Pirsch & Sons Co. 

Prastic Seac—Badges. 

Award Incentives, Inc. 

Pius-Firty—Dry chemical. 

Ansul Chemical Co. 

PNEOLATOR—Resuscitator. 

Mine Safety Appliances Co. 

Pius-Firry—Dry chemical extinguish- 
ers. 

Ansul Chemical Co. 

POCKETAIRE 
ment. 
Cycle-Flo Co. 

Pomona—Fire pumps. 
Fairbanks Morse & Co. 


Porto Pump—Portable fire pump. 
Porto Pump, Inc. 


Anti-freeze cartridge ex- 


- Oxygen-breathing equip 
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— the ONE 

complete source 

of Approved Equipment for 
ALL flammable operations 


OVER 100 


Specially Designed Containers and 
Fittings to Speed Production, Safe- 
guard Storage and Handling 


ALL THROUGH THE PLANT 





Washing and | 
Cleaning ( 
Operations 


A choice of six different 
types of fire preventive 
containers, which fit 
smoothly and easily into 
most production opera- 
tions. Sizes and types 
available from small parts 
machine bench cans to foot 
treadle dip tanks. 





Swabbing and 


Small Parts Cleaning 


Plunger cans with a choice in 
size of fire baffle dashers which 
speed production 

—one hand holds 

part, the other 

moistens swab and 

cleans in one mo- 

tion, Bench Cans 

and Touch-Up 

Cans are also 

available which 

occupy little bench 

space and are 

convenient for 

instant use. 





Large Parts 
Cleaning 


Foot Treadle Operated 
Dip Tank is work-high 
with self-closing cover 
operated by foot treadle. 
Safety air check cush- 
ions accidental fall of 
cover on operator's 
hands. Ideal for washing 
large parts. 24%" long 
by 13” wide by 834" deep. 





Write today for Free Copy of Protectoseal’s NEW Selec- 


tion Chart— illustrates and describes 30 most commonly used 
Approved Fire Protective Safety Devices and their uses for 
complete protection Le the plant. Fill in coupon and 


attach to company lette 


West Coast Seodenaneiiih Azesion. Calif. 
in Canada—Satety Supply Co.—Toront 


The Protectesec! 
11970 Se. cry meg A 


Please send “A Guide to paavien and Use of 
| Protectoseal Equipment for the Safe Storage, Hon- 


| dling and Use of Fiommabies”. 


| Nome Title. 





toed 





| sd 


| Address. 





{ a 
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HAVE YOU TRIED 
“LITE-KOTE” APRON made from the 
New “Neo-Nylon” Flame and 


Spark Resistant Fabric? 


One Try Will RESISTANT ALSO TO MOST ACIDS, 


C ; y ALKALIS, OILS. GREASES, DETERGENTS. 
onvince Trou A PRODUCT THAT REALLY WEARS WITH- 


OUT TEAR. 


MANY APPLICATIONS 
M WELDERS MM CANNERS MM MOULDERS 
@ BREWERS MM PLATING DEPT. Ml TANNERIES 
M INSULATOR WORKS MM PICKLE FACTORY 


See Your Safety Distributor or Write Directly to 


RACO PRODUCTS DIVISION 
ROBIN W. ADAIR COMPANY 
BOX 248 - AVOCA - N. Y. 


Our #350 Leg Apron Weighs 





STOP 


destructive 
fires! 


NEw... 
Revolutionary noe 
Years Ahead! 


Exclusive CLASS ‘‘A’’ PROPRIETARY 
FIRE DETECTION and SPRINKLER SUPERVISION SYSTEM 


@ The first and only fully automatic fire detection and sprinkler 
supervisory system operating without local code mechanisms 
ever to receive Class “A” Proprietary Rating. 

The first remote station receiving panel ever recognized 
and listed by UL and FM 
Super deluxe control panels providing fully automatic protection. 
Fully automatic, fool-proof two wire system. Fully supervised, alarm 
goes through in spite of any trouble conditions. 
Emergency automatic signal receiver and signal transmitter. 
Master code control; positive, successive, non-interfering. 
@ Permanent recording equipment 


ASK FOR CONSULTATION AND ENGINEERING ESTIMATES WITHOUT OBLIGATION 


NOTIFIER CORPORATION 


239 South 11th St. Lincoln, Nebr. 
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Porto Pumper—Trailerized fire fight- 
ing equipment, palletized equipment. 
Porto Pump, Inc. 

Porto-Rak—Hose storage racks. 
Circul-Air Corp. 

Powrron—Water spray nozzle for elec- 
trical equipment. 

American LaFrance Corp. 

PowHATAN—Sprinkler valves, fire hose 
valves. 

Powhatan Brass & Iron Works. 

PREAKNEsS—Trailerized apparatus. 
Preakness, Inc. 

Pres’> Ain—Demand-type breathing ap- 
paratus. 

Acme Protection Equipment Co. 

Protectacote—Neoprene clothing. 
American Optical Co. 

Protect-A-VaLve—Gas mask valve pro- 
tection assembly and accessories for 
respiratory equipment. 

Acme Protection Equipment Co. 

PROTECTION—Safety cans. 

Geo. W. Diener Mfg. Co. 

PrRoTECTOFOAM—Built-in air foam sys- 
tems, foam nozzles. 

Grinnell Co., Inc. 

PROTECTOSEAL Safety cans, safety 
tanks, waste disposal units. 
Protectoseal Co. 

PROTECTOSPRAY Water spray system, 
water spray nozzles. 

Grinnell Co., Inc. 

Pur-A-We_p—Gas mask for protection 
against toxic fumes in welding. 
Acme Protection Equipment Co. 

Pypraut F-9—Fire resistant hydraulic 
fluid. 

Monsanto Chemical Co. 

Py_e—F loodlights. 

Pyle-National Co. 

PyLe-NATIONAL—Floodlights, gyralites, 
and sirens. 

Pyle-National Co. 

Pyr-A-Larm—Fire alarm system. 
Pyrotronics Div., Baker Industries. 
PYRENE Vaporizing liquid, chlorobro- 
momethane, soda-acid, water, anti- 
freeze water, chemical foam ex- 
tinguishers; extinguishing powder for 
magnesium fires; air foam com- 
pounds; air foam play pipes; built-in 
air foam fire extinguishing systems. 
Pyrene—C-O-Two Div., Fyr-Fyter Co. 

PyropYNeE—Wet water cartridge. 
Aquadyne Corp. 

Pyrosot—Wet water concentrate. 
Aquadyne Corp. 


9 


Quapway—Fog nozzles. 

Wooster Brass Div., Fyr-Fyter Co. 

Quartzom—Sprinkler system. 

Grinnell Co., Inc. 

Quicx-Ain—COs., dry chemical, foam, 
soda acid, vaporizing liquid, water. 
wheeled, knapsack extinguishers, un- 
lined linen hose. 

General Detroit Corp. 
General Pacific Corp. 

Quick Service—Oily waste cans. 

Geo. W. Diener Mfg. Co. 


R 


RaisLer — Automatic sprinkler systems, 
sprinkler valves, fire protection sys- 
tems and sprinkler heads. 

Raisler Sprinkler Div. 
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RanpoLpH—CO; extinguishers, wheeled 
CO, extinguishers. 

Randolph Laboratories, Inc. 

Ray-Fom—Fire shields, portable-heat 
resistant. 

Frommelt Industries 

Ray-Tex—Fire curtains. 
Frommelt Industries 

RECORDALARM 
Gamewell Co. 

Rep Comet—Vaporizing liquid fire ex- 
tinguisher. 

Red Comet, Inc. 

REEVES Stretchers, salvage covers, 
welding curtains. 

A. Smith & Son, Inc. 

REGENT Fire hose and extinguisher 
cabinets and pin type hose racks. 
Wirt & Knox Mfg. Co. 

ReviaB_e — Sprinkler heads, valves, 
systems, automatic systems. 

Reliable Automatic Sprinkler Co., Inc. 

Revtier—Single and double jacket fire 
hose. 

Republic Rubber Div. 

Renpein—Unlined linen fire hose. 

Chas. Niedner’s Sons Co. 

Repusiic —- Fire engine and chemical 
hose. 

Republic Rubber Div. 

Reviv-A-Lire—Resuscitators. 

Midwest Oxygen Equipment Corp. 

Rocker-Luc—Coupling. 

Akron Brass Mfg. Co. 


Ss 


SAFA—Industrial and municipal fire 
alarm systems. 
Fyr-Fyter Co. 
Sareco—Safety clothing. 
Safety Clothine & Equipment Co. 
Sare Guarp—Safety containers. 
General Detroit Corp. 
General Pacific Corp. 
Sarety First — Dry 
guishers. 
Safety First Products Corp. 
Sare-T-CHeck—Watchclock. 
Detex Watchclock Co. 
Sare-T-Metrer — Dry chemical extin- 
guishers. 
Safety First Products Corp. 
Sarety-Spray—Fire extinguisher. 
Red Comet, Inc. 
Samson—Fire alarm systems. 
S. H. Couch Co., Inc. 
Sanrorp—Pumpers, tank trucks, lad- 
der trucks, high pressure fog pump- 
ers, and helmets. 
Sanford Fire Equipment Corp. 
Saveatt—Sprinklers, upright and pen- 
dant. 
Globe Automatic Sprinkler Corp. 
Scott—inhalators, respirators, breath- 
ing equipment. 
Seott Aviation Corp. 
ScoTrorRaAMic—Face masks. 
Scott Aviation Corp. 
SEACRAVE-—Pumpers, tank trucks, high 
pressure units, aerial ladder trucks. 
Seagrave Corp. 
Seco—In-plant fire trucks. 
Seco Engineering & Mfg., Inc. 
SeLect-FLo—Nozzles. 
Wooster Brass Div., Fyr-Fyter Co. 
Serect-O-Stream—Fog nozzles. 
Elkhart Brass Mfg. Co. 
Sentry-Litr-—Emergency lights. 
American Optical Co. 


Alarm system. 


extin- 


chemical 
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IS YOUR PLANT PREPARED FOR THIS EMERGENCY 


Meet such ‘emergencies with the all 
New Seeler Universal Resuscitator 


THE GLOBE SEELER UNIVERSAL RESUSCITATOR 
DESIGNED WITH THE PATIENT AND 
YOU THE OPERATOR IN MIND 


This resuscitator was designed for the best possible treatment for the non- 
breathing patient . SELECTIVITY it is possible to operate with positive 
and negative or intermittent positive pressure. Both pressures are adjustable. 
SAFETY Three separate safety valves protect the patient from any excessive 
pressure. 

This resuscitator was designed with the operator in mind. LIGHTWEIGHT 
By using aluminum and stronger but lighter alloy steel Globe has reduced the 
overall weight of this full size resuscitator to thirty pounds. SIMPLICITY 
Turn on cylinder valve, apply facepiece, artificial respiration begins. 

This resuscitator was designed with your budget in mind. ECONOMY As 
much as an hour’s use from a single cylinder by using the air dilution valve. 
PRICE Ali the advantages of resuscitation, inhalation and aspiration at a sur- 
prisingly low cost. 


First Major Advancement in Resuscitators in 20 years 
Available at Fyr-Fyter dealers 
EE Se ee a ee EE EE 


ar [) Please arrange a demonstration 


CLIP 


: ‘ Name 


“MAIL NOW 


awe 


C) Please send literature 





Street 











‘=e 
= 
> 


e7 Eo} - | = cB 


C 


Send for your 
free 
copy today! 


We have just published a new brochure on the Seeler Resuscitator 





MEDICAL AND HOSPITAL DIV., GLOBE INDUSTRIES INC., 125 SUNRISE PLACE, DAYTON 7, OHIO 
Circle No. 97 on reader service card for more information 
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ELIMINATE 


THE HAZARDS 


of shock, glass splinters 
and sparks from broken 


bulbs eee by specifying McGILL® 
Vaporproof Portable Guards. They 
offer positive protection where port- 
able lighting must be watertight, mois- 
ture-proof and dust-tight—ideal where 
there is danger of fire. The heat and 
impact resistant globe is 3/16” thick 
and seals in a silicone rubber gasket 
against the molded phenolic handle to 
guard the 50 watt rough service bulb. 
The heavy duty cage of zinc-plated 
steel wire is provided with 2” open 
hook. Models for 100-W bulbs and 
fibre or brass wire cages available. 
Where safety is first, this is the best in 
protective portable lighting available. 


Avaliable from your electrical wholesalers 


Send today for 
McGill Catalog 


McGILL MANUFACTURING CO., INC. 


650 No. Campbell Street Valparaiso, Indiana 


Circle No. 98 on reader service card 





SHARPSVILLE—Motorized fire apparatus. 


Sharpsville Steel Fabricators, Inc. 


Suurrpry — Fire blankets, salvage cov- 


ers. 
Fulton Bag & Cotton Mills. 
Sitver Spray—Fire extinguisher. 
Red Comet, Inc. 
SIPCO—Smoking receptacles. 
Standard Industrial Products Co. 
Stro-Drirt—Sirens. 
B & M Siren Mfg. Co. 
Sx1-20—Fire fighter. 
John Bean Div., Food Machinery & 
Chemical Corp. 
SKULLGARDS—Hats. 
Mine Safety Appliances Co. 
SLIDEWELL—Couplings. 
Elkhart Brass Mfg. Co. 
SmitH—Fire nozzles. 
D. B. Smith & Co., Inc. 
SmMoKE-Eater—Gas masks. 
E. D. Bullard Co. 
Sno-Foam—Foam nozzles. 
Cardox Corp. 
Sno-Foc—CO, extinguishers. 
General Detroit Corp. 
General Pacific Corp. 
SNP—Horns. 
Benjamin Electric Mfg. Co. 
SNYDER STANDARD—Fire hose, firemen’s 
clothing and boots. 
M. L. Snyder & Son, Inc. 
SOS—Fog nozzles. 
Elkhart Brass Mfg. Co. 
Spa-FLta—Welding curtains, salvage 
covers. 
Frommelt Industries 
Spartan—Watchclocks. 
Chicago Watchclock Co. 
Spartan Spectat—Watchclocks. 
Chicago Watchclock Co. 
Speep-O-Two—Inhalators. 
Geo. W. Diener Mfg. Co. 
SPRINKLER WatcHMAN — Automatic 
alarm system. 
Gamewell Co. 
Squeeze Grip—CO, extinguishers. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
SSS—Fire boots and coats. 
Goodall Rubber Co. 
S-T—Ratchet hydrant wrench. 
S-T Hydrant Wrench Co. 
StarcarD—Sprinklers, upright and 
pendant. 
Star Sprinkler Corp. - 
Sta 35—Fire fighters. 
John Bean Div., Food Machinery & 
Chemical Corp. 
Sta 60—Fire fighters. 
John Bean Div., Food Machinery & 
Chemical Corp. 
Sta Sare—Welding curtains, blankets. 
Standard Safety Equipment Co. 
Stresco Propucts—Rescue kits, tools. 
Stein Bros. Mfg. Co. 
Sree.-Griep—Safety apparel. 
Industrial Gloves Co. 
STEMFIRE—Soda and acid machines. 
M. L. Snyder & Son, Inc. 
STEMPEL—Fire extinguishers, hose reel 
extinguishers, unlined linen hose, 
emergency lighting units, oily waste 
cans. 
M. L. Snyder & Son, Inc. 
STEPHENSON — Inhalators, resuscitators, 
demand inhalators. 
Stephenson Corp. 


Srertinc—Fire alarms. 
Sterling Siren Alarm Co., Inc. 
Srop-Fire—CO:, dry chemical, foam, 
soda-acid, vaporizing liquid and water 
extinguishers. 
Stop-Fire, Inc. 
SupEeRFLAT—Fire hose. 
General Detroit Corp. 
General Pacific Corp. 
Super Fyr-Fiex—Dacron hose. 
Fyr-Fyter Co. 
Super Fyr Stryepe—Dacron fire hose. 
Fyr-Fyter Co. 
Supercarp — Finger and body pro- 
tectors. 
Industrial Gloves Co. 
Suprotex—Sprinkler system. 
Automatic Sprinkler Corp. of America 
SurFax—Wetting agent. 
E. F. Houghton & Co. 
SWP—Fire alarm (industrial), horns. 
Benjamin Electric Mfg. Co. 
SYsTEMETTE—Hose carts. 
Randolph Laboratories, Inc. 


TUV 


TRD 20—Fire fighter. 
John Bean Div., Food Machinery & 
Chemical Corp. 
Tan-A-Burn—Burn medicant. 
Medical Supply Co. 
Tannomw—Burn medicant. 
Davis Emergency Equipment Co., Inc. 
TELETHERM—Automatic alarm system. 
American District Telegraph Co. 
THERMOSWITCH — Temperature control 
switches. 
Fenwal, Inc. 
THompson—Lightning rods, arrestors. 
Geo. E. Thompson Co. 
Ticer—Rubber lined cotton hose. 
American Rubber Mfg. Co. 
ToccLeEMAtTic—Expander. 
Wooster Brass Div. 
TokHeim—Petroleum dispensing equip- 
ment. 
Tokheim Corp. 
Tor Notcu Srren—Firemen’s boots. 
Beacon Falls Rubber Footwear. 
Tower—Chemical hose. 
Republic Rubber Div. 
Troyan—Sprinkler system. 
Automatic Sprinkler Corp. of America 
Trumpet Branp—Cast and forged brass 
fire equipment. 
Wooster Brass Div. 
Ucon—Fire resistant hydraulic fluids. 
Union Carbide Chemicals Corp. 
Unperwriters’—Fire hose. 
Republic Rubber Div. 
JNDERWRITERS —Couplings and nozzles. 
Wooster Brass Div. 
INIVERSAL—Soda acid, foam, vaporizing 
liquid fire extinguishers. 
American Fire Equipment Co. 
JNIveRSAL - Boyer — Motor pumper, 
tank trucks, crash trucks. 
Universal Fire Apparatus Corp. 
Jn-O-Matic—Fire alarms. 
Notifier Corp. 
Jrmity—Floodlights. 
Benjamin Electric Mfg. Co. 
VAPOTESTER Combustible gas _indi- 
cator. 
Davis Emergency Equipment Co., Inc. 
Continued on page 98 
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A piece of wire that might cause you disaster! 


EEL, : 


Defective or overloaded wiring is one major 
cause of industrial fires. Like all fires, they 
start small but grow rapidly — unless imme- 
diately stopped. 

There are specific Pyrene-C-O-Two safety- 
engineered extinguishers for every class of 


THE 


fire: (A) combustible solids, (B) flammable 
liquids and the hazardous (C) electrical. 
Call your local Pyrene-C-O-Two distributor 
today! He carries a complete line of quality 
extinguishers, systems, brass goods, hose and 
accessories, Or write to: 


PYRENE-C-O-TWO DIVISION 


FPYR=--F YTER 


COMPANY 
Dept. OH Newark 1, New Jersey 


a er 


L] 














BRANCHES IN ATLANTA *© CHICAGO + DETROIT «+ SAN FRANCISCO 





PAINT DRUM 

STORAGE DOCK 
ELECTRIC SERVICE BOARD 
TOP PAINT Mix ROOM 


SER: 3 OPEN TOP FULLED 
CAUSTIC TANKS 


PAINT DIP B ORY MACHINE 
HYDRANT 
INDICATOR BUILDING 2 
SPRINKLER LINE 


POST INDICATOR BUILDING" 5 
\ 6” SPRINKLER LINE 


\ 
2 BUTTONS CUT-OFF ALL ELECTRIC 
a AT MAIN SWITCH BOARD 


* oe 
4s 8" SPRINKLER MAIN 


ELECTRIC METERS ~ 
5 Pann METERING BREAK 
POST INDICATOR BunLDINGs sae = OUTSIDE WIRES 
ay * SPRINKLER CINE ped 3 


- 


POST INDICATOR BUILOING™ 4 
a @ SPRINKLER LINE 


ELECTRIC 
336" _ OVERHEAD DOORS 


. 

STEAMER CONNECTION \ 
8” SPRINKLER Haim Sh, 
SHUT-OFF v 


MANHOLE-MAINN SPRINKLER Le 


VALVE @ CHECK VALVE UNDER RILEY SE 


“MAIN SHUT-OFFS 


HYDRANT 





FIRE 


PROTECTION 
FOR INDUSTRY 


Fisher-Price mapped out this plan 
with its city fire department —if anything 
happens, they have a tested 


Blueprint for Plant Fire - Fighting 


ISHER-Price Toys, Inc., East Aurora, New York, 

hasn’t waited to meet fire when it strikes; it’s 

planned for it as carefully as a contractor plans for a 

bridge or a tunnel, right down to the last blueprint. 

The East Aurora Fire Department is equipped with 

a multicolor plat of the Fisher-Price plant and plant 
area—a plat like the one shown at the left. 

If fire does break out, any company answering the 
Fisher-Price alarm will take right along with it its 
particular copy. 

The plat was developed as a cooperative effort of 
company management and Factory Mutual Engi- 
neering Division engineers. Each copy carries this 
information: 

1. Location of all plant buildings and what is in 
them. 

2. Location of all sprinkler valves and an outline of 
the area each valve controls. 

3. Location of the connection from city water mains, 
and of the connection established for fire department 
pumpers. 

4. Location of fire walls and fire doors. 

5. Location of the more hazardous operations: 
paint mix room, paint tanks, varnish storage, paint 
dip and dry machine and exhaust stack, paint spray 
booth and exhaust stack, caustic tanks. 

6. Location of oil-fired and gas-fired overhead 
heaters. 

7. Location of the fuel oil storage tank, the buried 
oil line, and the boilers. 
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8. Location of the sawdust and wood scrap con- 
veyor, and of the dust duct and collector. 

9. Location of public utility power lines, the power 
company cutout, the main switchboard, and the main 
power switch. 

10. Location of the gas line, the street shutoff, and 
the main shutoff within the plant. 

That isn’t all. Printed on the plat itself are six steps 
to be followed by city firemen when they reach the 
plant: 

“One pumper on street hydrant to steamer con- 
nection at street and maintain 125 pounds pressure. 

“Pumper corner Riley and Girard with hose lines 
to fire. 

“Pumper corner Whaley and Girard with hose lines 
to fires (through railroad underpass). 

“Do not use company hydrants on large interior 
fires. Must maintain 125 pounds pressure in sprinkler 
system. 

“See that fire doors between buildings are closed. 

“Station a fireman at each post indicator valve; 
see that each valve is open and stays open until chief 
orders them closed.” 

It is understood, in connection with this final step, 
that a fireman will remain beside any valve ordered 
closed, so that he can open it again promptly in case 
of need. 

To make sure that the entire plan was workable 
and the plat itself was clear, the entire East Aurora 
Fire Department recently joined with Fisher-Price 
personnel in a mock fire drill. © © 





no pumping... 
positive control! 


pressurized 
V.L. EXTINGUISHER 


a ie ae 


Because they’re pressurized you can fight fires 
faster and mere accurately! With no pumping, 
simple one-hand operation puts ail the flame- 
killing liquid where you want it Simply raise 
the carrying handle and depress the valve. A 
powerful, easy-to-control, 30 foot stream ex- 
pells in 17 to 25 seconds if valve is held down 
constantly, intermittent operation is also easy 
if desired 

One and two quart Buffalo “VL” Extinguish 
ers are of dependable all-brass, precision cor- 
struction. Entire. valve assembly and pick-up 
tube unscrew as a unit from the shell for in 
spection, cleaning and recharging. Teflon Gas- 
kets assure a positive, leak-proof seal to hold 
pressure, Stream is expelled by pressurized 
nitrogen or air. Available with either Carbon 
Tetrachloride or Bromachloromethane. Buffalo 
V.L. Extinguishers are Underwriters’ Labora: 
tories and Factory Mutual approved. 


BUFFALO FIRE APPLIANCE 


CORPORATION 
DAYTON 1, OHIO 
ESTABLISHED 1895 


ORDER BUFFALO 
FIRE PROTECTION FROM YOUR 
INDUSTRIAL DISTRIBUTOR TODAY! 


he's listed in the yellow pages 


the right extinguishe 
pe Be flor 4 


line of brass goods sae Sort 


tea Weer’ state 
AE ic a 
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Varni-A-Foc—Fire nozzles. 
Wooster Brass Div. 
VaseELine—Sterile burn dressings. 
Chesebrough-Pond’s, Inc. 
Verisest—Vaporizing liquid pump ex- 
tinguisher. 
M. L. Snyder & Son, Inc. 
VersaTiLe Power—Portable power unit- 
pump. 
National Alarms Corp. 
ViciLarmM—Alarm system. 
Gamewell Co. 
Vixinc—Automatic sprinkler systems. 
Viking Corp. 
Viracuarp—Alarm system. 
Gamewell Co. 
VocaLarmM—Alarm system. 
Gamewell Co. 
Von Duprin—Fire door hardware. 
Vonnegut Hardware Co. 


wWwxYzZ 


WasureeL_—Wash-up hose reel. 
Wirt & Knox Mfg. Co. 

Wasu-up Reet—Wash-up hose reel. 
Clifford B. Hannay & Son, Inc. 

WATCH MASTER Emergency lighting 
units, 

Carpenter Mfg. Co. 

Water Foc—Fog nozzles. 
Rockwood Sprinkler Co. 

Waterous DepenpasLte — Pumps, hy- 
drants. 
Waterous Co. 

Warer Wetrer—Wetting agent. 

M. L. Snyder & Son, Inc. 

Westco—Fire pumps. 

Fairbanks Morse & Co. 

Wert—-Wetting agent. 
Rockwood Sprinkler Co. 

Wire Trussep—Wooden extension lad- 
ders. 

Goshen Mfg. Co., Inc. 

Wirts — Continuous flow hose reels, 
carts, cabinets, wash reels, racks, ex- 
tinguishers, crow bars, fire hose 
valves, unlined linen hose, trailerized 
fire equipment, spray nozzles. 

Wirt & Knox Mfg. Co. 

Wirr—Oily waste cans, waste disposal 
units. 

Witt Cornice Co. 

Wooster—Cast and forged brass fire 
equipment. 
Fyr-Fyter Co. 

WorTHINGTON 
pumps. 
Worthington Corp. 

Woven-Garp — Hand and arm pro- 
tectors. 

Industrial Gloves Co. 

X-Trupe—Couplings. 

Elkhart Brass Mfg. Co. 

Yettow Frash 8—Hand light, 8-cell. 
Justrite Mfg. Co. 

Yettow Jacxer—Hand light, 3-cell. 
Justrite Mfg. Co. 


High pressure fire 


Special thanks are due the manufac- 
turers who furnished information 
for this Fourth Annual Plant Fire 
Protection Buyers’ Guide. We've 
made every effort to make this index 
as complete as possible, including 
changes right up to press time. 
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Should Have Settied 
For Lesser Award 


A 14-Year-oLp high-school student, Anthony Juozapai- 
tis, was employed by a florist and nurseryman during 
his summer vacations for odd jobs inside and outside 
the greenhouse. While the boy was cleaning the cul- 
tivator with an electric blower, the machine exploded 
and one of the fragments struck Anthony in the eye. 
The eye was so badly damaged that it was neces- 
sary to remove it. An award was made to Anthony 
in the lower court for the loss of the eye and also 
for his disfigurement. Anthony, however, was not 
satisfied with the disfigurement award, claiming that 
it should have been granted for the maximum of 
125 weeks rather than simply 75 weeks. 

Anthony should have been satisfied with the les- 
ser amount. Massachusetts’ highest court stated that 
the original award was improperly made. Anthony 
had not been granted an employment permit as re- 
quired by law for a minor employee in a Massa- 
chusetts mercantile establishment. He had been work- 
ing, therefore, in violation of the law. 

Claim disallowed, 


Juozapaitis Case: Massachusetts Supreme Judicial 
Court, December 7, 1956. (138 N.E.2d 759) 


Are Home Repairs 
For Employer's Benefit? 


THERE WAS no actual performance otf his employer’s 
work being carried on by Joseph N. Elliot when he 
was killed. But because of his capacity as an em- 
ployee for the Delmont Fuel Company, Elliot’s widow 
felt her claim for death benefits should be allowed. 

Elliot worked as chief electrician and master me- 
chanic for the fuel company for seven years prior 
to his fatal accident. At the time of the accident, 
he was operating a jeep owned by the employer. 
He was on his way to pick up a water filter for his 
home. The home, owned by his employer, had been 
furnished to Elliot and his family as part of his 
contract of employment. It had been repaired on 
many occasions at company expense. Labor, plumb- 
ing supplies, repairs, cement, and wall paper were 
furnished on occasions at no expense to Elliot. The 


water for the house was furnished to Elliot without 
charge. 

On Sunday morning, Elliot took the company jeep 
and went to pick up other company employees. They 
were to remove a water filter from the home of 
another company employee to install it in Elliot’s 
home. While en route, Elliot became involved in 
a collision with a large truck and as a result, he died. 

Testimony disclosed that Elliot had complete free- 
dom in calling employees for work at any time, and 
his superior in all instances condoned those acts which 
might have required approval. 

In reaching its decision, the court found that Elliot 
was on call on a 24-hour basis with his employer. 
That was the chief reason for furnishing a home 
rent-free to him and his family. The necessary repairs 
to his home paid for by the employer were just as 
important to his employer as to the employee. Ob- 
viously, had the home become in a state of disrepair, 
Elliot would have been compelled to seek living ac- 
commodations elsewhere with added expense to his 
employer. The employer’s superintendent knew and 
discussed in advance Elliot’s intention to obtain a 
water filter, free of charge to the employer, and the 
use of the company jeep to obtain the filter. As a 
matter of fact, the superintendent offered to help 
in the installation. Under these circumstances, there 
is little doubt that Elliot was actually engaged in the 
furtherance of the business of his employer. 

An employee need not necessarily be engaged in 
the actual performance of work at the moment of 
injury to be entitled to compensation. It is enough 
if he is engaged in some matter incidental to his 
contract of employment. 

Claim allowed. 


Elliot v. Delmont Fuel Company: Superior Court of 
Pennsylvania, December 28, 1956. (127 A.2d 777) 


Smacked by Hammer — 
Was He an Aggressor? 


WHEN Is an aggressor an aggressor? And when does 
the aggressor cease being an aggressor? The Louisi- 
ana Court of Appeals had to answer these questions 
before it could determine whether Louis Landry was 
entitled to workmen’s compensation for his injury. 


Continued on page 102 
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Wothmon tr Bare Fat! 


ridiculous yes,...but shoes without 
safety steel toes can be just as risky 
Today you can select safety shoes for your workers ranging 


from the finest dress oxfords to heavy duty work boots. . . 


all having the maximum steel toe protection afforded by the new 
improved WINGUARD steel toes. 





actual photograph of new 
improved WINGUARD toe 


Safety Box Toe Company 


S t.f Bi Af ee 
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Industrial Gloves... 
made to fit the job 


R-60 “GRIP-ALL” 
Coated with coarse 
rubber dust for handling 
slippery objects 


PY-98 PLASTIC COATED 
Standard weight, 
abrasive-resistant, 


liquid-proof 


7703 NEOPRENE COATED 
1444” industrial weight 
with natural-fit fingers 


No matter what the job, there’s a Hood Industrial 
Glove that fits it perfectly. The style, shape, materials 
and treatment of every Hood Glove are determined 
by the requirements of a specific kind of work. That’s 
why it’s important to specify “Hood”— the glove 
that’s “tailor-made” for the job. 


Write today for free 1957 Hood Glove Guide — shows 
you how to choose the RIGHT glove for EACH job. 


a division of the B. F. Goodrich Company 


WATERTOWN, MASS. 
RUBBER - NEOPRENE + PLASTIC COATED INDUSTRIAL GLOVES 
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RIGHT OFF THE DOCKET 


Continued from page 100 





Landry was an oil-well driller, and when he arrived 
at work one day, he could not find his overalls. He 
was told that a fellow employee, Adam Deshotel was 
wearing them. Deshotel was the driller of the shift re- 
lieved by Landry’s crew. Landry climbed the stairs 
on the rig floor some 21 feet above the ground. There 
he accosted Deshotel and demanded his overalls after 
having identified them. Deshotel refused, and Landry 
drew his pen knife and threatened to cut the overalls 
off Deshotel if they were not returned to him at once. 
Deshotel took off the overalls (he was fully clothed 
underneath) and Landry retreated with them to the 
stairs and started down. There was conflicting evi- 
dence on whether Landry turned and hurled a parting 
insult to Deshotel before starting down the stairs. 

While Landry was climbing down the stairs, Desho- 
tel picked up and threw an iron bar at him. The 
shot missed. Deshotel then armed himself with a 36- 
inch wrench in one hand and a two-pound hammer in 
the other hand and went down the stairs after Landry 
with the admitted intention to kill him. When Landry 
reached the bottom, he picked up the iron bar pre- 
viously hurled at him and stood waiting for Deshotel’s 
approach with the iron bar resting across his shoul- 
der like a bat. Deshotel, reaching Landry, struck him 
in the head with a hammer, knocking him to the 


ATLAS 


SAFETY 
EQUIPMENT 
co., INC. 


27 WARREN ST. 
NEW YORK 7, N. Y. 


* DI-9-0035 





No. 249 Safety Belt 


COMPLETE LINE OF 
INDUSTRIAL SAFETY 


* Belts and Harnesses 
Web and Leather 
Lanyards 
Manila and Nylon 
Axes, Insulated 20,000V. 
Crash and Emergency 
Fire Escapes 
Portable and Non-Mechan. 
Rope Ladders and 
Safety Nets 


All Hardware 
Drop Forged 
Steel, *Call for 
Immediate 
Shipment. 
Write for Cata- 
log Today! 


‘s Belt 
Circle No, 134 on reader service card for more information 
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ground unconscious and almost dead. Deshotel testi- 
fied that Landry made a threatening motion as if he 
were going to use the bar as a weapon. 

Ordinarily, a finding that Landry was the aggressor 
and could not recover compensation would have had 
to be made. But in this situation, ruled the Louisi- 
ana court, although Landry made the first threat 
with his pen knife, he retired from the affray following 
his initial aggression. At that point Landry ceased to 
be an aggressor and Deshotel, maddened by the hu- 
miliation, pursued and sought to kill Landry. The 
assault with the resulting injuries gave Landry a basis 
for a claim for workmen’s compensation. 

Claim allowed. 

Landry v. Gilger Drilling Company: Court of Appeals 
of Louisiana, February 21, 1957. (92 So.2d 482) 


Ankle Injury Connected 
With Pulmonary Failure 


Joun WILLIAMS sustained an injury to his right ankle 
on October 9, 1953. Two months later, he died of a 
pulmonary obstruction. His widow ‘sought death 
benefits, claiming that there was causal connection be- 
tween the injury and the death. 

Williams worked as a longshoreman in Houston, 
Texas. Although the injury to his ankle did not break 
the skin, nor cause any fractures or dislocations, there 
was much swelling and tenderness in the area of the 





fasy on the Fingers / 


for holding 
*% STEEL STAMPS 
%*% CHISELS 
% OTHER HAND TOOLS 


“Luminum-Line”’ 
ADJUSTABLE 


HAND TOOL 
HOLDER 


Keep precious 

fingers safe from off-angle 

hammer blows. Just place the hand tool 
in the holder and hammer away—with 
greatest possible safety. Three sizes 
available for tools 4"' to 14" square. 


Write for Catalog 100 


1057 CHATEAU STREET, PITTSBURGH 33, PA. 
A Product of the Marking Device Industry 





ALCOA ABRASIVE TREAD PLATE 


safest surface 


in your plant! 


The tough particles that make 
a grindstone cut metal make 
it the safes: of all surfaces for 
walking. 

Alcoa, the nation’s leading 
supplier of fused aluminum 
oxide for grinding wheels, is 
now making an aluminum 
tread plate from this identical 
material. By rolling these sharp 
abrasive particles into strong, 
light, rustproof aluminum, 
Alcoa offers a surface on which 
men can safely stand or work 
under almost any conditions. 
It stays slip-proof even when 
wet, oily or greasy. Since the 
abrasive is rolled in, its slip- 
proof qualities are more than 
surface deep! 

If your plant contributes to 
the 20,000 deaths by falls that 
occur each year, or to the thou- 
sands of injuries, here’s a way 
to stop them: install Alcoa® 
Abrasive Aluminum Tread 
Plate on catwalks, stairways, 
walkways, pedestrian lanes . 
wherever men work or walk... 
wherever surfaces get slippery. 


Measured by the cost of even 
a single injury, the cost is tri- 
fling. For sample and complete 
data, use the coupon below. 
Aluminum Company of 
America, 1672-F Alcoa Bldg., 
Pittsburgh 19, Pa. 


 —— 


) THE ALCOA HOUR 
oA gl Televison’ $Finest {ve Drama, 
wan |, Mternate Sunday Evenings 


Aluminum Company of America 
1672-F Alcoa Bidg. 
Pitteburgh 19, Pa. 


Please send literature and four-inch sam- 
ple of abrasive tread plate. 
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OCCUPATIONAL HAZARDS @ MAY 1957 103 





Circle No. 105 on reader service card for more information 


injury. He was a bed patient from the time of his 
injury to the time he died. 

About three weeks after the injury to his ankle, Wil- 
liams was seized with convulsions and rushed to the 
hospital where he was attended by his family physician. 
He was given routine treatment for a cerebral hemor- 
rhage and was discharged two weeks later on Novem- 
ber 8. On December 3, he was admitted to the hospital 
again for a convulsive seizure. Treatment followed 
and he was discharged at 2:00 p.m. on December 7. 
Eight hours later he was readmitted to the hospital 
with a third seizure. He died a few minutes later. 

Williams’ employer contended that there was no 
evidence to establish that the longshoreman had re- 


IPCO PUNCH PRESS FEEDER | fuss" he ie 


age : if A number of witnesses, expert and otherwise, testi- 
A speed-up tool for lifting, feeding and position- fied for Williams’ widow. Two close friends and Mrs. 


ing blanks of metal and other materials in Williams testified that the longshoreman was in con- 
stamping machines, and die presses without in- stant, severe pain from the time of the injury until 
serting the hands or fingers within the danger the time of his death. A pathologist and Williams’ 
zone .. . Used for separating sheets, transfer- family physician both agreed that the pulmonary 
ring from piles or stacks. Many other uses on all failure was a direct result of the injury to his ankle. 
non-porous materials — flat or curved surface. The Texas court ruled that the evidence presented 
warht FOR BULIETIN NO. i3 by the doctors and the lay witnesses was sufficient to 
(Po sustain a finding that Williams’ death resulted from 
dy Equipment hor all Sndustric his ae injury to his ankle occurring two months 
o y previously. 
INDUSTRIAL PRODUCTS company Claim allowed. 
Texas Employer’s Insurance Association v. Williams: 


2826 N. FOURTH ST., PHILADELPHIA 33. PA. ed heeled of Texas, December 27, 1956. 
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AIR SAMPLER For Industrial Use 
accurately samples the air for Clips on in seconds - Lasts for hours 
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Hundreds used in Atomic Energy tests, and by Industries 
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sampled by this unit . . . Portable . . . Designed for head by the principle of evaporation. 
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: 1-39 boxes of 25 
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details about th ney 
For details about this ahem 
new scientific method | AIR SAMPLER DIVISION MERICAN ALLSAFE COMPANY (NC. 
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WHAT'S NEW IN 


COMPENSATION 





Tuberculosis of Nurses 
Now Covered in Minnesota 


THe Minnesota legislature has provided that if a 
nurse who comes in contact with a tubercular de- 
velops tuberculosis, it shall be presumed that the tuber- 
culosis is an occupational disease arising out of and 
in the course of employment. 


Volunteer Firemen 
Covered in South Dakota 


EFFECTIVE July 1, 1957, volunteer township firemen as 
well as volunteer municipal firemen will be covered by 
the Southy Dakota Compensation Act. This amend- 
ment did not include elected or appointed state officials 
as previously reported in this column. 


Tennessee Legislature 
Provides Increased Benefits 


EFFECTIVE July 1, 1957, maximum weekly compensa- 
tion for total disability, both permanent and tempo- 
rary, will be increased in Tennessee from $30 to $32; 
maximum weekly compensation for partial disability, 
both permanent and temporary, also will be increased 
from $30 to $32. The weekly maximum for persons 
wholly dependent upon a deceased employee will be 
increased from $30 to $32. The maximum total pay- 
ment for death and total disability will be increased 
from $10,000 to $11,000. 

In addition to reasonable fees not to exceed $1,500 
for medical, surgical, dental, and hospital services 
for one year after notice of injury, injured employees 
in Tennessee will now also be entitled to nursing 
services. 


South Dakota Modifies 
Its Compensation Law 


Two NEW provisions have been enacted into law in 
South Dakota which will change its workmen’s 
compensation statutes beginning July 1. 

One amends the law so that if an employee who has 
received an injury for which a specific schedule of 
payments is provided by statute dies from causes 
other than the injury before the full payment of all 
installments due for the scheduled injury, the em- 
ployer shall pay the balance due under the schedule 
to the employee’s dependents. 

The other change extends compensation coverage 
to any official of the state or any subdivision of 
government, elected or appointed for a regular term 
of office or to complete the unexpired portion of any 
such term. Governing bodies of the various subdivi- 
sions may elect to treat officials as employees for the 
purposes of the act. 
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STOP worker fatigue 


costly accidents... 


with new 
No-Trax Oil 
Resistant and 
Regular AIRUG 


AIRUG increases worker efficiency in every standing job by pro- 
viding unequaled foot comfort, Reduces fatigue. Attractive, easily 
cleaned surface makes maintenance easy, protects floors against 
ground-in dirt. AIRUG is full '4" thick microcellular sponge, 
gives proven economies. 


° REGULAR—Gray; OIL RESISTANT—brown. 
pono SIZES: 24" x 36"—Beveled edges four sides, 
APPROX, * Safety-Grip Backing. 

36’ x 60'"—Beveled edges three sides, con- 
ter spliced straight out to permit butting 
along 60" edge. mee tag Backing. 

4 and |! Ibs., respectively. 

Freight Prepaid: 200 ibs. or over. F. O. B. Chicago. 


Contact your local Janitor Supply House or Write Dept. 3305. 


SUPERIOR RUBBER Mfg. Co. 


501 WEST 82nd STREET 


WEIGHTS: 





CHICAGO 2 Lt 
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9151 King St. 


STOP 
SCREW 


* MACHINE 
sock 1S NOISE 


© Equally efficient for round 
hex, square or irregular 
shaped stock 
\ @ Easily installed long 
wearing - low cost 


Raise employee mo- 
rale, reduce fatigue, im- 
prove efficiency and increase 
production by installing C-T 
Silent Stock Tubes — the 
most efficient bar stock noise 
eliminators ever developed. 
C-T Silent Stock Tubes pay 
for themSelves many times 
over. Offered as standard 
or optional equipment on 
leading multiple spindle 


automatics. C-T Silent Stock Tubes 


on 8 Spindie Conomatic 
Write for details and prices 


CORLETT-TURNER CO. 


Franklin Park, lil. 
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REGULAR SWEAT BANDS 


“THROW AWAY” 


ATA 





PRICE! 


UZTEX 


SWEAT BANDS 





Elastic band holds feather-light, four- 
ply, powerfully absorbent Gauztex 
sweatbands in just the right place. 
Priced right to be thrown away when 
you wish. No fussy pre-wetting. No 
metal parts. No potential irritations. 
Wonderful for use with helmets or gog- 
gles. A welcome, comfortable help to 
all who use their eyes in the summer. 
Free trial demonstrates superiority. 


r--FREE TRIAL OFFER!-—- 


! 
! 
! 
| 
! 
L 


We'll send you the right quantity of Gauztex dis- 
posable Sweat Bands to let you find out for your- 
self how wonderful they are—how low priced. 
Use your letterhead. Send request today to: 


GENERAL BANDAGES, INC., DEPT. H-6 
531 Plymouth Court, Chicago 5, illl. 
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you can TRUST yoursetr 
with MILLER faulpment 


MILLER manufactures the world's 
largest line of safety belts. One is 
just right for you. Send to Dept. 357 
for specific information on your type 


belt or ask for complete catalog. 





NO. 2MC 
WEB BODY BELT 





NO. 111NT 
CHEMICAL WORKER’S BELT 





NO. 406 
WINDOW CLEANER’S BELT 


MILLER EQUIPMENT CO., Inc. 
FRANKLIN, PENNA. 
IN CANADA 
SAFETY SUPPLY CO., TORONTO 
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CONFERENCES 


Continued from page 34 





group probably will come up with 
a list of basic accident causes that 
differs somewhat in order from 
the lists produced by other groups. 

The program administrator boils 
down these various group find- 
ings, and develops a master list 
of fundamental accident causes. 
This master list—a consensus of 
all the group discussions—is is- 
sued to every employee when the 
second meetings are held; the 
leader of each group explains 
briefly how the list was made up. 


Second round 


During the second round of 
meetings, the groups start dis- 
cussing the No. 1 cause of ac- 
cidents in their departments. It’s 
logical to attack this primary 
cause first. Because of its im- 
portance, it may be nacessary to 
hold two conferences about it. 

Before the second meetings be- 
gin, the program administrator 
has prepared perhaps a half dozen 
questions for use by discussion 
leaders — questions dealing with 
whatever accident cause stands at 
the top of the list. The administra- 
tor knows three or four good 
questions will build up enough 
discussion to fill the entire period; 
but he knows, too, that leaders 
need a few questions in reserve. 

Obviously, the wording of these 
questions does a lot to determine 
the success or failure of a con- 
ference training program. The 
questions should be prepared care- 
fully; and by experience, the ad- 
ministrator learns what kinds of 
questions stir up the highest de- 
gree of interest in the average 
group. Ancient accidents shouldn’t 
be rehashed as a basis for the 
questions, if there is a chance that 
the groups will recognize the 
specific cases involved. Both ques- 
tions and discussions should be 
kept as objective as possible. 


Monthly enough 


It may seem that attending one 
safety training conference each 
month isn’t enough. However, if 
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BEAT THE HEAT! 
USE HAV-ALIFT SALT! 








It’s common knowledge that ex- 
cessive perspiration causes loss of 
body salts which in turn slows down 
the normal body processes. This 
causes workers to lose pep and 
energy and production decreases. 

To restore this lost salt, install 
Hav-aLift Salt Tablets in disposable 
dispensers. Hav-aLift is the most 
effective and economical method of 
replacing Salt and they dissolve 
evenly over a regulated period thus 
eliminating nausea and the bitter salt 
taste. 

Write today for descriptive litera- 
ture and the name and address of 
the dealer nearest you! 


A. E. HALPERIN CO., INC. 


BOSTON 18, MASS. 


new free 




















handbook on 
dust control 


Gives you up-to-date facts on industrial 
dust problems. Shows how to solve them 
efficiently at low cost with flexible, eco- 
nomical Torit Dust Collectors. Contains 
details and specifications on all Torit types 
and models—all of them unitized for porta- 
bility and versatility. Helpful information, 
charts, applications, 28 pages, fully illus- 
trated and it’s yours FREE by writing: 


TORIT manufacturing co. 


311 Walt Street, St. Paul 2, Minn., Dept. 808 
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every meeting is carefully planned 
and reasonably well conducted, 


the “carryover” from the dis- 
cussions will last surprisingly long. 

Often, some of the discussions 
at the meetings will be continued 
right on the job. This is an excel- 
ient thing—it not only indicates 
how much interest was aroused 
at the last meeting, but how much 
may be expected at the next one. 
And, of course, it keeps people 
thinking about safety. 

If the conference training pro- 
gram is working properly, there 
should be a reduction in the num- 
ber and severity of plant injuries 
by the time the second round of 
meetings has been finished. 

The first two meetings develop 
enough subject matter to last 
through at least a two-season series 
of safety conferences. As long as 
the discussion questions continue 
to be thought-provoking, group 
interest will stay at a high level. 

Sometimes, it’s advisable to 





Choose wisely .. . 

A new chart, “How to Select 
a Fire Extinguisher," is offered 
free in quantities by the Fire 
Equipment Manufacturers’ Asso- 
ciation, Inc., Suite 759, One Gate- 
way Center, Pittsburgh 22, Penn- 
sylvania. The chart, in two colors, 
lists basic types of extinguishers, 
their individual characteristics, 
and the kinds of fires they will 
handle successfully. 





hold two conferences about each 
of the top three basic accident 
causes uncovered by the master 
list. One conference on each of 
the less important causes general- 
ly is sufficient. 

A typical list of accident causes 
by order of importance (and hence 
a safety training course outline) 
may read like this: negligence, 
haste, improper supervision, wor- 
ry, ignorance, over-confidence, 
fear, disobedience of orders, 
physical defects, lack of emotional 
control, recklessness, horseplay, 
misunderstanding of orders, de- 
fective equipment. Even these 14 
basic causes (and the entire list 
may number 40) will furnish sub- 
jects for many interesting dis- 
cussions. 

It helps if the subject matter 
taken up at each meeting presents 
increasing difficulty in presenta- 
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tion. Leaders will develop the 
ability to handle meetings more 
effectively; groups will be stimu- 
lated to harder thinking. 


Put on trial 


In general, the program should 
be considered as “on trial” for 
six months. By the end of that 
time, there should be a substantial 
drop in both frequency and 
severity rates. If there isn’t, there 
has been something wrong with 
the preparation of the discussion 


material and its presentation to 
the groups. 

It pays if the program ad- 
ministrator spot checks the meet- 
ings of employees. He can esti- 
mate the degree of interest by 
charting it at five-minute intervals 
during each session, with interest 
shown on a scale of 0 to 100, just 
as school papers are graded. 

Checking. like this will help 
make sure that what’s taken up 
during conferences will carry over 
to thinking on the job. © ¢ 













it’s easy to Fight 
the Noise Hazard with 
the Scott Portable Sound Meter 


Important features of the H. H. Scott 410-C Sound Level Meter: 

@ Flashlight-size and battery pewer make it ideal for sound survey use. 

@ Meets ail applicable standards of the American Standards Association. 

@ Rugged sub- minature construction insures years of trouble-free service. 

@ Winner of the Electrical Manufacturing Award for outstanding achievement in 
product design. 


The H. H. Scott Sound Level 
Meter is an unusually compact 
instrument, designed for port- 
ability, accuracy and ease of 
operation. It weighs only 2 
pounds 7 ounces, and you can 
hold and operate it with one 
hand. Non-technically trained 
personnel can learn to operate 
it in five minutes. 


Send Coupon! Learn How the 
Scott Sound Meter Can Help You! 


e Pe a keen H. Scott portable sound analyzer when detailed analy- 










oe 
H. H. SCOTT, Dept 0-6 cd 
385 Putnam Avenue, Cambnage, Massachusetts e 


Send me complete information on Scott Sound ° 
Level Meters and Analyzers and your FREE ® 


> International, booklet “NOISE SIMPLIFIED.” ° 

36 HpSt., New York City. scsi sais stances tececans Firm Wame................. od 
pode: TELESCOMM. . 
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WATCHMEN 


Continued from page 41 





shined shoes, and a well-kept uni- 
form. These things may seem 
minor, but they have a big effect 
on others. 

Well, you’ve hired him. Now, 
what should he do? 

His rounds, of course, should 
be laid out carefully. They ought 
to take him through every haz- 
ardous area of the plant every 
hour. Some experts recommend 
that no round require more than 
40 minutes of actual walking time, 
in order to allow for delays en 
route and for a reasonable amount 
of rest before the next round 
starts. 

Even if the plant works a 24- 
hour day, seven days a week, 
hourly rounds by watchmen are 
recommended at night. It often 
happens that not all plant areas 
are operated on graveyard shifts; 
besides, plant officials aren’t easily 
available, and the supervision that 


goes with daytime work is partly 
lacking. Rounds always should be 
made hourly during holidays and 
week-ends and during other pe- 
riods of shut-down. 

Middaugh is convinced that the 
most important round on the 
watchman’s schedule is the first. 
He pointed out that “many em- 
ployees, in the rush to complete 
the day’s work and to leave the 
premises on time, are prone to 
overlook small things which, if 
neglected, may develop into ex- 
treme hazards.” 

He suggests that these 12 factors 
be given special attention during 
the first round: 


1. Outside doors and _ gates 
should be closed and_ locked; 
windows, skylights, fire doors, and 
fire shutters should be closed. 


2. All oily waste, rags, paint 
residue, rubbish, and the like 
should be removed from buildings 
or put in proper containers. 


3. Fire apparatus should be in 
place and not obstructed. 


4. Aisles should be clear. 


5. Motors or machines care- 
lessly left running should be 
turned off. 


6. Cigarette and cigar butts 
and burned matches should be 
cleaned out of “no smoking” areas. 
(You’ll notice, at this point, that 
the watchman is expected to guard 
against infractions of rules that 
took place long before he went 
on duty.) 


7. Gas and electric heaters, coal 
and oil stoves, and other heating 
devices should be checked. 


8. Hazardous manufacturing 
processes should be checked. Have 
they been left in a safe condition? 
(Middaugh recommended that, on 
every round, the watchman note 
the temperature of dryers, anneal- 
ing furnaces, and similar produc- 
tion equipment that may continue 
to operate untended during nights 
and week-ends. ) 


9. Such hazardous materials as 
gasoline, rubber cement, and flam- 
mable solvents should be stored in 





IMMEDIATE DELIVERIES 
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- shipper need 


STOCK METAL WARNING SIGNS 


OVER 300 TITLES in VIVID BAKED ENAMEL 


oe ge SAFETY BUILDERS warn against 
all fire, on So, nee work and machine operating 

hazards. Brilliant enamel lettering won't fade 
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The Nation’s Sweatband 


PEROM 


Only REINFORCED 
Dupont Cellulose Sponge 


SWEATBAND- 
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Self-Sealing CORK BULLETIN BOARDS 5: PF OBIACN 
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frames, locking glass doors. Lighting optional. ns 
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eunenan Dept. OH, 311 N. DESPLAINES ST. « CHICAGO 6, ILL, 














Circle No. 114 on reader service card for more information Circle No. 115 on reader service card for more information 


108 JUNE 1957 © OCCUPATIONAL HAZARDS 





approved containers or taken out 
of the buildings. 

10. Sprinkler valves should be 
open, with sprinkler system gauges 
indicating proper pressures. If the 
valves aren’t open, the fact should 
be reported promptly. 

ll. Every room should be 
checked during cold weather to 
see if it is properly heated. 

12, Water faucets and air valves 
found leaking should be closed; if 
the leak can’t be stopped, the con- 
dition should be reported. 

If it’s necessary—and it prob- 
ably is, under modern wage and 
hour laws—hire two or more 
watchmen. But when you have two 
or more watchmen, plan their 
routes so that they don’t take rest 
periods at the same time. That 
arrangement—staggering the rest 
periods—provides greater protec- 
tion for your plant. Remember, as 





“Agile and alert..." 


Industrial Indemnity Company 
has reported the case of a flag- 
man who recently was run down 
and seriously injured. Flagmen, the 
company insists, must be “agile 
and alert." Old-timers who were 
defective physically, and who still 
worked as flagmen, showed a high- 
er mortality rate because of on- 
the-job accidents than any other 
class of construction workers. Cali- 
fornia started training young, 
physically fit men as flagmen, 
under the auspices of the State 
Highway Patrol. “An injured flag- 
man," the insurance company 
comments, “has become a rarity.” 
It's the same principle outlined 
for plant watchmen in the accom- 
panying article. 





Middaugh put it, that “your plant 
and your job depend for about 
two-thirds of the time on the effi- 
ciency of your watchman.” 

Arrange to have any watchman 
who is relieving another report 
before his predecessor goes off 
duty. Give him enough overlap in 
time to let him learn from the 
preceding watchman what special 
conditions may exist in the plant, 
or what special instructions may 
prevail. 

Under no circumstances should 
a watchman be permitted to carry 
an oil lantern. He should be 
equipped, instead, with a first- 
class flashlight or electric lantern 
—explosion-proof, if his rounds 


OCCUPATIONAL HAZARDS @ JUNE 1957 


"The watchman should know all the 


plant hazards intimately" 





take him through areas that may 
contain flammable vapors or dust. 

That raises another check list 
for watchmen, Middaugh outlined 
it this way: 

1. The watchman should know 
plant hazards intimately; he 
should know the plant premises 
as a whole just as intimately. 


2. He should know how to call 
outside fire and police departments 
or other emergency help. 

3. He should know where all 
fire alarm boxes are located, and 
where all “live” telephones exist. 

4. He should know how to start 
and operate plant fire pumps. 

5. He should know where sprin- 
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Hand Pump 
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Complete line of accessories and attachments 


safer. easier 
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CONSTRUCTION 
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INDUSTRIAL, HAND AND TRUCK PUMPS, STRAINERS, PRESSURE CONTROL VALVES 


BLACKMER PUMP COMPANY, GRAND RAPIDS 9, MICHIGAN 


DIVISION SALES OFFICES 


NEW YORK « ATLANTA « CHICAGO « GRAND RAPIDS «+ DALLAS »« WASHINGTON « SAN FRANCISCO 


See Yellow pages for your local sales representative 
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kler valves are, and where all 
valves that control gas, water, and 
steam lines are. 

6. He should be familiar with 
all fire exits, with all fire extin- 
guisher and fire hydrant locations, 
with the locations of fire hoses 
and standpipes. 

7. He should know enough 
about plant electrical equipment 
to be able to control power and 
lighting systems and individual 
machines. 

You will, if you want the most 
from your watchman, supply him 
with some form of watchclock— 
preferably a portable watchcloc<. 
But whether or not you have 
watchclock service, you'll want to 
demand daily reports from all 
watchmen as to what they found 
on their rounds. Those reports 
should be checked carefully and 
daily, by someone with authority 
to do something about hazardous 
conditions that may be recorded. 

You'll want your watchman to 
be trained thoroughly in handling 
every kind of first aid fire protec- 
tion equipment. (Middaugh sug- 
gested that-he automatically be a 


member of the plant fire brigade.) 
He’ll have to be able to check the 
condition of fire extinguishers, and 
he’ll have to know which kinds of 
fires each extinguisher will handle 
safely. 

Men like these we’ve been de- 
scribing aren’t easy to find. They 
aren't glorified pensioners; they 
aren't emotionally or mentally un- 
balanced; they aren’t physically 
unfit. They’re keen, curious, quick 
to react; they’re friendly, but 
they’re firm, And when you have 
them on your staff, you have one 
of the most effective types of pro- 
tection against fire and burglary 
losses you can find. @ @ 


Basic idea and photos for illustrating 
pages 40 and 41 of this article came 
from the Factory Mutual Engineering 
Division. 


Free Transfusions 
From Company Blood Bank 
Asout 1,500 transfusions have 


been provided for eraployees and 
their families by the Timken Roller 


Bearing Company’s blood bank 
since it was organized nine years 
ago. Approximately 95% of all 
employees belong to the bank. 

Members pay no dues. They 
must, however, contribute a pint 
of blood each when it is needed 
and their own health permits. 
Since 8,712 employees belong to 
the bank, it’s estimated that each 
one will be required to give a pint 
of blood about once in 15 years. 

To become a member, a Timken 
employee < gns a card. He and 
his immediate family are there- 
after entitled to free transfusions. 
One two-year-old boy not long ago 
received 12 transfusions during a 
successful “stop heart” operation; 
the wife of a retired Timken 
worker got 14 transfusions; a 
craneman received 17. 

The bank keeps a reserve of 10 
transfusions at the Canton hos- 
pitals. When any blood is used, it 
is replaced by blood bank mem- 
bers. If an employee or a member 
of his immediate family is hos- 
pitalized outside Canton, arrange- 
ments for supplying blood are 
made through the Red Cross. ® ® 
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floor 
accidents ? 


TREADSURE 
eliminates slippery danger spots! 


Now you can make any floor safe! TREADSURE, 
the abrasive-filled plastic coating, produces slip- 
resistant surfaces on wood, concrete and steel, in- 
doors or out. TREADSURE also protects your 
floors from damage by gasoline, alcohol, oil, grease 
and many types of acids. Colors: Battleship Gray, 
Red, Green, Safety Yellow. 


For free literature and the name of your nearby Horn dealer or 
representative, write Dept. + 49.697. 


A. C. Horn Companies 


SUBSIDIAR‘ES & DIVISIONS 


Sun Chemical Corporation 
10th Street & 44th Avenue, Long Island City 1, N. Y. 
Circle No, 118 on reader service card for more information 
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“Never mind what I do! You guys on the line 


douse those cigarettes!” 


One of a series. For reprint instructions, see page 38 
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"HEAT RASH SURE GETS ME DOWN- 
I GOTTA GET ME SOME AMMENS; 


Burning and itching of the skin are com- 
mon in overheated job environments or in 
hot weather. Rubbing of sweaty clothes is an 
additional irritant. Chafing often becomes 
stubbornly chronic, especially in the obese. 
AMMENS MEDICATED Powper gives mechani- 
cal “slippage” and healing medication for 
the sting of chafing. 


AmMENS'’ finely triturated talc and starch 
absorb moisture, soothe and heal heat rash, 
prickly heat or diaper rash. Oxyquinolin and 
zinc oxide help prevent bacterial invasion of 
macerated crevices. 

AMMENS is also excellent for the scrupu- 
lous care and hygiene of the feet which are 
so important to the diabetic patient. 


BRISTOL-MYERS COMPANY, 19 West 50 Street, New York 20, N. Y. 


DISTRIBUTOR FOR CHARLES AMMEN CO., ALEXANDRIA, LOUISIANA 
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USEFUL LITERATURE 





TEN BULLETINS dealing with its line of 
4-wheel magnesium trucks are avail- 
able from Magline, Inc. The various 
models are illustrated; specifications 
are provided. The company literature 
maintains that the trucks are character- 
ized by durability and ease of opera- 
tion. 
Circle No. 136 on reader service card 


CANFIELD OIL SPUNJ and its role in 
elimination of floor hazards are covered 
in literature available from the Can- 
field Oil Co. The product can be ap- 
plied to any type floor and will absorb 
liquids of all kinds, according to the 
bulletin. 
Circle No. 137 on reader service card 


AN ILLUSTRATED color brochure pub- 
lished by Wilbur & Williams Co. offers 
specialized coatings, particularly to the 
food and chemical industries, as a solu- 
tion to their painting problems. Among 
the subjects covered: fungus, chemical 
fumes, and painting under wet and 
freezing conditions. 
Circle No. 138 on reader service card 


FLOOR MATS—types to be used under 
various conditions, and their placement 
—are outlined in American Mat Corp. 
literature. The importance of the prod- 
uct as a preventive safety tool is em- 
phasized. 

Circle No. 139 on reader service card 


MAGNUS CHEMICAL COMPANY'S 
Solvent #5 is usable on machinery 
parts which require a non-combustible 
cleaner. Instructions for the use of 
the product are outlined in a new bulle- 
tin. 

Circle No. 140 on reader service card 


A NEW BULLETIN issued by Pyro- 
tronics, a division of Baker Industries, 
discloses that the Pyr-a-Larm detector 
system sounds its warning before flame 
originates, by reacting to combustion 
gases and smoke. A detailed account 
of the scientific principles involved in 
the Pyr-A-Larm’s function is given in 
this booklet. 
Circle No. 159 on reader service card 


GRIPPER woven wire springs are re- 
viewed comprehensively in an 8-page 
catalog published by Cambridge Wire 
Cloth Co. Price information is also 
included. 

Circle No. 142 on reader service card 


AMERICAN OPTICAL COMPANY'S 
line of sound protectors is reviewed in 
the firm’s new booklet, “A.O. Sound 
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Protectors.” The “372” model enables 

the wearer to communicate clearly de- 

spite extreme noises, the booklet says. 
Circle No. 143 on reader service card 


PRODUCTS AND SERVICES offered by 
Electric Cord Co. in the automatic 
emergency unit lighting field are de- 
scribed in the company’s new catalog 
(11-1957). The line shown includes 
chargers, power systems, and exit 
lights. Specifications are listed, and 
the company’s engineering services are 
offered the prospective customer. 
Circle No. 144 on reader service card 


AN AUTOMATIC DOCKBOARD de- 
veloped and manufactured by the Karl 
A. Herman Co. is described and illus- 
trated in new company literature. The 
dockboard is available in 6’, 8’, and 
10’ models. 


Circle No. 145 on reader service card 


A NEW FOLDER of Punch-Lok Co., 
demonstrates the triple-locking features 
of Punch-Lok hose clamps. The fold- 
er, entitled, “Internesting,” can be ob- 
tained without charge. 

Circle No. 146 on reader service card 


BOOKLET 57-S, compiled by the Nutting 
Truck & Caster Co., deals with the 
firm’s entire line of floor trucks. Cast- 
ers and wheels are also described and 
illustrated. 

Circle No. 147 on reader service card 


THE TREND toward more and more 
heavy machinery with attendant noise 
problems intensifies the need for high- 
efficiency acoustical systems, the Alumi- 
num Assoc. reminds us in the current 
“Aluminum Bulletin.” A__ portable 
acoustical system manufactured by the 
U. S. Gypsum Co. is described in detail 
in the bulletin. 
Circle No. 148 on reader service card 


A SPRINKLER HEAD designed specific 
ally to provide better spray distribution 
is described in literature published by 
the Automatic Sprinkler Corp. of Amer 
ica. The new design is available in 
both upright and pendant installations, 
the literature indicates. 
Circle No. 149 on reader service card 


SOME 26 SPECIFIC uses of Hydrolube 
safety hydraulic fluids are listed in a 
new booklet published by Union Car 
bide Chemicals Co. Fire resistance is 
but one of the many advantages out 
lined in the brochure. Product specifica 
tions and test data are included. 
Circle No. 150 on reader service card 





SOLID 
COMFORT 


AND SUPERIOR PROTECTION 


Full-Shift COMFORT . . . 

Men like to wear it because it’s light- 
weight, with wrinkle-free adjustable head 
band and exclusive new better-than-ever 
snap-in sling. 


Full-Shift PROTECTION .. . 
Strong plastic construction that tops all 
Government safety standards, insulates 
against heat and sun and withstands over 
10,000 volts. 


Helmets for the Military 


Write today for a test hat and information 
on our new low prices. 


GENERAL TEXTILE MILLS, INC. 0.01.» 
130 SVEN AVE, HEN YORK, W.¥., 


Circle No. 123 on reader service cord 
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NEW PRODUCTS 





A NEW FIRE TRUCK produced by Sea- 
graves Corp. is strictly king-sized in 
all respects. The vehicle can supply 


200,000 gal!ons of fire-fighting foam, 
and in addition, contains a 750-g.p.m. 
water pump, a two-way radio, and a 
public address system. 

Circle No. 161 on reader service card 


A QUICK-OPENING fire vent, known 
as Pyrojector, permits the rapid escape 
of smoke, heat, and gases in event of 
fire. The unit is manufactured by 
Swartwout Co. It opens automatically 
when a fusible link melts at 212°F. 


The heat relief helps limit the horizontal 
spread of flames and makes fire fight- 
ing more effective. The fire vent can 
also be used for extra ventilation in 
good weather. 

Circle No. 162 on reader service card 


A NEWLY-DEVELOPED hose reel for 


oxyacetylene hose is now available from 


Clifford B. Hannay & Son, Inc. This 
new product permits continual use of 
the welding torch regardless of the 
length of hose required in the opera- 
tion. Double outlet pipes, which can 
accommodate two additional hoses, are 
another useful feature. 
Circle No. 163 on reader service card 


THE PROBLEM of providing sufficient 
head room for patients being trans- 
ported to hospitals by ambulances or 
fire rescue vehicles has been solved by 
Washington Products Co., the firm has 
reported. Washington’s new 21-L cot 
measures only 8%” high, considerably 
lower than standard cots currently be- 
ing marketed. This model is also 
equipped with an adjustable back rest 
which possesses 9-position squeeze ad- 
justment. Industrial fire squads using 
station wagons for emergency runs 
should be particularly interested in this 
product. 
Circle No. 164 on reader service card 


A HANDLE for the prevention of hand 
injuries has been provided on the new 
pipe hook manufactured by Newco 
Mfg. Co., Inc. A soft brass insert has 
been placed in the neck so that no 


damage can be done to the beveled 
edge. The new hook is a steel casting 
with 79,000 psi tensile strength, weighs 
8%4-pounds, and has a rated safe work- 
ing load of 8,500 pounds. 

Circle No. 165 on reader service card 


AFTER FIVE YEARS of intensive re- 
search and development, full-scale pro- 
duction of a new aluminum grating has 
been launched by Klamp Metal Grating 
Corp. The product possesses a 79% 
clear opening, and this feature virtually 
precludes the possibility that dirt, oil, 
or scum will accumulate in the corners. 
The opening ratio was achieved 
through a rectangular design that 


ee a Sal 
marks a departure from the standard 
riveted angular patterns. The product 
has a wide industrial application. 
Circle No. 166 on reader service card 


A NEW WATERLESS skin cleaner de- 
veloped by Packwood Manufacturing 
Co. has obtained a “superior” rating 
from the U. S. Public Health Service. 


The product combines the advantages 
of the effective grime-loosening cleaner 
with a mildness that soothes and re- 
freshes the user’s skin. 

Circle No. 167 on reader service card 


THE LATEST DEVELOPMENT in breath- 
ing protection equipment produced by 
the Scott Aviation Corp. is represented 


? 


by the Pressure Demand Air-Pak, which 
supplies filtered air to workmen from 
high-pressure cylinders. Air may be 

Continued on page 116 
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STRAIGHT-LINE DESIGN. Gives extra strength and rigidity by 


increased thickness through top of frame in a straight line from 
end-piece to end-piece. Designed for S-7 interchangeable lenses. 





NO PRISM EFFECT. Stronger, more rigid bridge 


holds lenses in straight alignment — eliminates bending, : 
and resulting prism effects. : 


; ‘ 
Mitte. 
“ USSSCO ! \ fOLD-STYLE§ 


é RIGID BRIDGE FLEXIBLE 


NO “PROPELLER” FRONTS. stronger, more rigid | USSSCO | Vy, OLD-STYLE 
biidge plus fully cured plastic hold lenses in straight , 


alignment. 





OLD 





NEW 


STRONGER EYE WIRES. 


Larger cross-section plus deeper, molded Complete Safety Lens 
iens channel lock lens securely. Prescription Service 


Single vision, bifocals —or Plano, of 
course — in EITHER OPTILITE or Hard- 


; " ened Glass. 
Pbk ‘ager ara i. Frames in 4 eye sizes, 5 bridge widths, 
2 3b. suspended weight which rd @ tah es 2 colors (bronze or flesh). Spatula or 
flected frame approximately 30°, origi- _ riding bow cable temples, integral or 
nal shape was completely recovered. ~ adjustable nose pads. Cptional side 


shields. 


' Up-to-the-minute styling and new light- 
STRONGER TEMPLE JOINT. 


: : weight wearing comfort (weight with 
Larger end piece with matching temple, OPTILITE lenses only 1% oz.) Your 
mitered joint, and 5-barrel nickel steel aes ‘ ar th 

hinges. Green cross plaque gives instant employees LIKE CO wear them. 


safety identification. One Source for All your eye pr i needs 
HIGHER IMPACT LENSES. 


OPTILITE® lenses with twice the There’s a trained, full-time USSSCO Safety Service 
strength but only half the weight of Engineer within a few minutes, or at most a few 
hardened safety glass — non-shattering Pioneers in Modern hours, from you. Consult your Phone Book Yellow 
— superior resistance to pitting and Industrial Eye Wear Pages, or write Kansas City. 

fogging. An exclusive U 0 formula. 


Bee SG Se UNITED STATES SAFETY SERVICE CO. 











’ 


GRAMCHEIS IN PRINCIPAL INOYUSTOIAL CiTrEes 
| ; Div. 8-2 1215 McGee St., Kansas City, Mo. 
I ie menace t ee In Coneda: PARMELEE, LTD., Toronto & Montreal 
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NEW PRODUCTS 


Continued from page 115 





transmitted in ideal quantity from a 
distance of more than 250 feet. Con- 
taminants cannot enter the system, since 
it is not dependent for its source either 
on surrounding air or on blowers. 
Circle No. 168 on reader service card 


A NEW LINE of portable dry chemical 
fire extinguishers has been introduced 
by Leeder Manufacturing Co., Inc. The 
new line, centered in 1 to 2%4-pound 
sizes, is particularly effective in com- 
batting class B and C fires. The prod- 


ucts comprising this line have received 
the approval of Underwriters’ Labora- 
tories, 


Circle No. 169 on reader service card 


SNAKE BITE KITS that can be worn 
on the workers’ belts in small leather 
carrying cases are now available from 
Medical Supply Co. The kits contain 


a special venom-suction pump, constric- 
tion band, inhalants, iodine swabs, and 
bandages. Field workers in poisonous 


is equipped with a double composition 
sole, an Austempered steel shank, and 
storm welt. Toe protection is afforded 
by the anchor flange steel box toe. 
Circle No. 171 on reader service card 


ON-THE-SPOT identification of motors, 
valves, and mechanical devices is pos- 
sible when they are provided with non- 


snake yvesiens-a is kit i ’ aie ; sega 
‘hi e regions will find this kit invalu ferrous, imprinted identification tags. 
abie, 


The tags are manufactured by Mechani- 
cal Tag Systems. 
Circle No. 172 on reader service card 
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A 12” HIGH SAFETY boot has been 
developed by Hy-Test Safety Shoes 
Div. of International Shoe Co., primar- 


RATCHET ACTION has been incorpor- 
ily for use in heavy industry. The boot 


ated into the Gojo dispenser, thus as- 








Be Ready 
With The Answers 


Satety administration 
Protective equipment 
Mechanical safety 
Skin diseases 
Metal poisoning 
Airborne hazards 

” Solvents 

” Fire protection 

” Radioactivity 

” Housekeeping 


AMERICA’S MOST POPULAR 
HAND SAFETY GLOVES 

e Permanent NON-SLIP on 
all 5 fingers and palm. 
Highly efficient embossed 
surface is integral part of 
giove. 

e Curved FINGERS for 
comfort and easy use. 

@Tough and Durable. 
Longer wear in every pair. Here’s the book that was written exclusively for 

the plant safety man. Almost 800 pages, cross- 

indexed and thumb-tabbed, containing accurate, 

up-to-date information on all phases of industrial 

safety. You'll wonder how you got along without 


SEIBERLING " 
LATEX PRODUCTS 


Division of Standard Industries, Inc. 
NEW BREMEN, OHIO 


SEND for catalog and 
prices of complete In- 


| GENUINE ! 
x dustrial Glove line. 


RUBBE 
NEOPRENE 
LATEX 


BOOK DIVISION 
OCCUPATIONAL HAZARDS 
812 HURON ROAD 
CLEVELAND 15, OHIO 
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suring smoother operation, Gojer, Inc., 
has announced. The product also in- 
cludes a streamlined top clamp which 
improves the appearance. The hand 


cleaner itself has been enhanced by a 
new deodorant. A double distillation 
process accounts for Gojo’s smoothness 
and texture. 

Circle No. 173 on reader service card 


NEWLY-DESIGNED upright and pend- 
ant sprinkler heads which lend them- 
selves to combination use without re- 
piping have been introduced by the 
Automatic Sprinkler Corp. of America. 
In use, the apparatus first discharges a 
volume of thick foam; then, a water 


spray. If the situation requires the use 

of either water or spray exclusively, the 

system’s manual controls are used. 
Circle No. 174 on reader service card 


INDUSTRIAL SPECTACLES that feature 
square-shaped lenses for greater view- 
ing area are now being manufactured 
by the American Industrial Safety 
Equipment Co. Frames are clear plas- 
tic, with spatula temples. The prod- 
uct is available in four lens and bridge 
sizes. 
Circle No. 175 on reader service card 


A 500-WATT FLOODLIGHT capable of 
producing 121,500 candlepower is be- 
ing manufactured and marketed by 
Stonco Electric Products Co. The cor- 


Continued on page 118 


OCCUPATIONAL HAZARDS @ JUNE 1957 


Circle No. 186 on reader service card for more information 


WEAR PROOF Rubber Matting 


GREATER PROTECTION - BEAUTY - SAFETY 


SH A D- eo R U G 
® Heavy duty live rubber 
Standard 48 in. widths in 
black, red, tan or green 
Also available in grease, 
oil, chemical proof NIRU 
(grey or white) 

Extra durable — Economi- 
cally priced 








CROSS RIB 
RUNNER 


Same exclusive “V” Rib. 
Easy to clean! 48” or 36” 

INDSHIELD WIPER 
width, in black, red, green a ACTION 
or tan — NIRU in grey or 1. onl is png off shoes by 
white. ‘wipers.’ 


2. Dirt Oar lelte L into slots for easy 
SEE YOUR DISTRIBUTOR OR WRITE DIRECT cleaning. 


MADE BY THE OLD RELIABLE 


WEAR PROOF MAT CO. 2156 Futon si 





Ai VISTA-VIEW 


the latest GOGGLES 


and greatest in So light . . . so wonderfully comfortable . . . 
: the large size soft frame fits easily over the 

eye protection largest prescription glasses. Hundreds of air 
* SOFT-FLEXIBLE passages for ventilation eliminate fogging 
‘ ... yet are so designed that flying particles 
CONTOUR-SHAPED cannot enter. Lens is made of optically cor- 

¢ CLEAR PLASTIC rect, shatter-proof, impact-resisting plastic 
* ALL-PURPOSE ... no metal rivets or fasteners. Clear, wide- 
angle vision. Write today for literature and 
prices on this modern all-purpose goggle. 
Distributors Wanted 


AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO. 
3507 LAKESIDE AVENUE CLEVELAND 14, OHIO 
Division of The Burdett Oxygen Co., Cleveland, Ohio 
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5 A ROSE 
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Offers instant safety for any- 
one working in or over water. 
Consists of a self-inflating life 
preserver attached to nylon 
safety belt. Can be worn in- 
side or outside clothing. Suffi- 
cient CO: to keep heaviest 
workers afloat 8 to 12 hrs. 
Comfortable and light (weighs 
only 92 ozs.). 


Your sofety equipment dealer will give 
you full information ...or write to: 


MANUFACTURING CO. 


DENVER 
2700 W. Barberry Place 














GETS-A-LITE GUARD and GUIDE 


Quickly and Easily Installed 
by Anyone — No Toois 
Needed! 


hd bo ~ | slip GETS-A-LITE GUARD AND 
GU x 


over the fixture, as illustrated. © 


@ Made of indestructible spring stee! 
wire. Nothing to break, get out of 
order or replace. Will last indefinitely. 


Once installed, GETS-A-LITE GUARD 
AND GUIDE is NEVER removed. 


Nothing to unlock, fuss with or lock, 
when changing lamps. 


GETS-A-LITE GUARD AND GUIDE act- 
ually steers‘lamp into socket, enabling 
maintenance man to change lamp in 
10 seconds! 


Available for 40 watt and 100 watt 
fluorescent lamps. 


GETS-A-LITE Company-Dept. 0-67 
3865 N. Milwaukee Ave. 
CHICAGO 41, ILLINOIS 
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rosion-proof unit is constructed of cast 
aluminum and equipped with heavy in- 
ternal and external cooling ribs. The 


floodlight is fully adjustable; position- 
ing knobs can be manipulated to lock 
focus. 

Circle No. 176 on reader service card 


A LIGHT-WEIGHT portable pump that 
can be used in hard-to-reach places is 
now being manufactured by the Mar- 
low Pumps Div. of Bell & Gossett Co. 
Powered by a 4cycle, 9-h.p. gasoline 
engine, the new product will prime in 
15 to 30 seconds, depending on suction 
lift, and can exert over 100 pounds’ 
pressure for fog or foam operation. The 
pump also lends itself to booster serv- 
ice. 


Circle No. 177 on reader service card 


INDUSTRY'S increasing need of in-piant 
fire trucks, motivated by the move- 
ment to the suburbs has caused manu- 





CLASSIFIED 


Rates: for "Position Wanted,;"' $6.50 minimum; 
limit 25 words. For all other classifications, 
$8.00 minimum for 25 words or under; each 
additional word 20c. Boldface type or all 
capitals, $10.00 minimum for 25 words or 
under; each additional word 25c. All classified 
advertising payable in advance. 








HELP WANTED 


Established safety supply company 
handling top lines looking for rep- 
resentative to operate branch in 
Columbus, Ohio. Salary — com- 
mission — expenses. Prefer safety 
equipment salesman or ambitious 
shop man with safety background. 
Replies confidential. Write Box 
111, Occupational Hazards, 812 
Huron Rd., Cleveland 15, Ohio. 


‘ 
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* THE POSITIVE 
LADDER SAFETY DEVICE 


Locks AUTOMATICALLY & instantly-holds 
Prevents death and injuries from falling. 


Automatic: Positive. Will catch workman if 
he starts to fall even if unconscious. 
Inexpensive. Easy to Install. No upkeep. 
Clamps to any rung ladders, peg ladders, 
pole or frame. No welding or cutting. 
Simple to operate. Requires no attention 
from climber. 

Notched rail hot dipped galvanized. Entire 
equipment rust and corrosion proof, 

Can be kept free of ice by applying heat 
inside carrier rail. 

In use approx. 9 years. Approved by Safety 
Engineers and Govt. Agcys. throughout coun- 
try. Patented. Manufactured oniy by 


SAFETY TOWER LADDER CO. 
1024 Burbank Bivd., P.O. Box 1052 
BURBANK, CALIFORNIA 








MAKE YOUR 
FANS SAFER! 


PROTECT WORKERS 
FROM INJURY 


This fan guard prevents 
and head injuries. Made of a mesh 
fabric, it is washable, mildewproof, 
non-static and won't interfere with the 
normal flow of air. 

Cover protects back and 
fan as well as the front. 


Immediate delivery. Write to 


ROCHESTER 


Safety Equipment Co., Inc. 
83 Howell St 


hand, arm 


sides of 








* Rochester 7, N.Y. 
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facturers to step up development of new 
and improved models in recent years. 
Ansul Chemical Corp. has announced 
the unveiling of its “St. Clair” model. 
The vehicle’s moderate size provides 
ready passage through any plant aisle 
of ordinary width. Equipment includes 
a 300-pound capacity dry chemical sta- 
tionary unit and a 100’ fire hose and 
dual-stream nozzle. 
Circle No. 178 on reader service card 


NO NEED for air lines or self-con- 
tained air supplies (when the ambient 
































air is safe to breathe) with the new 
self-ventilating hood manufactured by 
Standard Safety Equipment Co. Air 
enters through a “breather tunnel,” an 
inverted V-shaped area on the hood. 








Hazardous liquids run harmlessly over 
the top of the tunnel. All seams on the 
hood are armored, not coated, adding 
to the protection. 

Circle No. 179 on reader service card 


EFFECTIVE CONTROL of incendiary 
metal fires can be achieved with the 
new Metal Fyr Powder, a product of 
Fyr-Fyter Co. Because this new ex- 
tinguishing agent does not form cor- 
rosive gases, machinery is not harmed 
by the application. The product is 
available in 7-pound tubes, 40-pound 
pails, or 350-pound drums. The manu- 
facturer emphasizes that the powder 
will not cake when left in open con- 
tainers. 

Circle No. 180 on reader service card 


SPARK-PROOFING KIT for shielding 
electrical systems of industrial fork lift 
trucks has been announced by Lamson 
Mobilift Corp. The kit, which is fac- 
tory-installed, consists of a totally en- 
closed and shielded distributor, shield- 
ed ignition coil, and sealed cables. 
Protective shields are added to the 
generator. 


Circle No. 181 on reader service card 


INDICATING TAPE that discolors when 
a leak develops in acid or caustic 











transport lines, is shown being in- 
spected by C. S. Moore, safety director 


































































at Squibb Div., Olin Mathieson Chemi- 
cal Corp. The tape is manufactured 
by Neirad Industries, Inc. Valve and 
flange covers are also manufactured of 
the indicating material. 

Circle No, 182 on reader service card 


CHANGEABLE MESSAGE display frames 
of aluminum are carried on-the-shelt 
for immediate shipment by Arlington 
Aluminum Co. Slotted top permits easy 
poster change. Wall-hung models and 
also types with wire easels or tubular 
stands are available. 
Circle No. 183 on reader service card 
















































































HEAT KILLER on the job 
in drop forge plant. 










































Coppus Airplane Type 
\ Heat Killer® 


cools large 





for Plant SAFETY 


and 
Worker PROTECTION 


insist on GRANET 












Industrial Gloves 


AOS 
areas — ’ Shawl 
ay the hazards in your plant, Z chica 7 
restores xRANET has the industrial glove for ZZ 
agp PROTECTION handling acids, QW. 
efficiency alkalies, caustics, greases, wet or dr 


Steel 


plants, foundries and other 


plants 
conditio 


pus Heat Killer increases 


worker 

reasona 

fan coo 
Other 


able for cooling furnaces, 
electrical equipment, for 


driving 


out products, drawing out 


fumes. 
tailed i 


US E 
CORPORATION, 306 


PARK 
CESTE 
SETTS. 


chemicals 
mills, drop forge 


with hot working 
ns find this Cop- 


efficiency ... at 
ble cost. A single 
ls large areas. 

typos also avail- 


out gases, drying 
Write now for de- 
nformation COP- 
SNGINEERING 


AVENUE, WOR- 
R 2, MASSACHU- 
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Competitively priced 
supersensitive controlled production, quality is built in to 
give maximum wear per dollar. 

Available in Neoprene, Rubber or Plastic, either full or 
palm coated, GRANET industrial GLOVES are stocked 
by industrial distributors from coast to coast. Write for 
name of one nearest you. 

To wear-test GRANET industrial GLOVES in your 
own plant, write for sample pair on your company letter- 
head. State type of materials to be handled. 


23 LORING DR. 
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Sf 
1 and for SAFETY when handling rough or 
abrasive materials. 


and with GRANET’s exclusive 





THE GRANET CORP. 
FRAMINGHAM, MASS. 





















Fyrepel Products Co. ...... PL OUN Bemes O Powhatan Brass & Iron Works 


’ Fyr-Fyter Co, . Protectoseal Co. .. 
General Bandages, Inc. Pulmosan Safety Equipment Corp. 


General Textile Mills, Inc. . be ‘ 7 Pyrotronics Div., Baker Industries . 
Gets-A-Lite Co. : iss ade Pyrene—C-0-Two Div., Fyr-Fyter Ce. 
Glebe Industries, Inc. 7 Raybestos-Manhattan Corp. 

Acme Protection Equipment Co. Gojer, Inc. . 2 Ready-Made Sign Co. ‘ 

Robin W. Adair Co., Inc. ; p Granet Corp. ‘ Rochester Safety Equipment Co. 
Ad-O-Plastic Co. : A. E. Halperin Co., Inc. .. Rose Mfg. Co. 

Aluminum Co. of America : Clifford B. Hannay & Son, Inc. ......... Ruemelin Mfg. Co. 

Aluminum Ladder Co. j s Haws Drinking Faucet Co. ©... rehaea te Safety Box Toe Co. 
American Allsafe Co., Inc. 104, Hood Rubber Co. 

American Floor Machine Co. A. C. Horn Co., Inc., Sun Chemical ‘Div. Safety First Products Corp. 
American Industrial Safety Equipment Co. 7 Houghton Co. 61 Safety First Supply Co. 
American Optical Co. Huntington Laboratories 22 Safety Floor Products Co. 
Ansul Chemical Co. .... : Hy-Test Safety Shoes Div: ........... 5 


5 Safety Tower Ladder Co. 
Atlas Safety Equipment Co. Industrial Products Co. utes 104 A. Sehrader’s Sons Div. 


Beucch & Lamb Optienl Co. . Iron Age Safety Shoes Div. Cover II Scott Aviation Corp. 

John Bean Div. ps H. H. Scott 

Benson & Associates oem re. M I 

Blackmer Pump Co. ... Johnson-Williams Co. Se a ias ; 80 penne, eninge se 

Bristel-Myers Co. 2 Jomac, Inc. 37 «2. é > ag as I 

Stewart R. Browne Mfg. Co. Junkin Safety Appliance Co. . 46 ihe oe dd Pence 

Buffalo Fire Appliance Corp. ) PT Mi Speedi-Dri_ Corp. 

E. D. Bullard Co. ....... Walter Kidde & Co. ... rene eeeees 71 Standard Industrial Products Co. 

: : Walter G. Legge Co. ll Standard Safety Equipment Co. 

Carbisulpheil Co. .. Has Lehigh Safety Shoe Co. .. 26 Staplex Co. 

Cardox Corp. Mazl I 38 Stephenson Corp. 

Chemical Corp. apteese EPS ont ; Stonehouse Signs, Inc. 

Chicago Eye Shield Co. Thom McAn Safety Shoes Div. — Superior Rubber Mig. Co. 

Chicage Watchclock Co. B. F. McDonald Co. 3 6 

Coiumbus-McKinnon Chain Corp. McGill Mfg. Co. .. , Ss ; 94 

Coppus Engineering Co. Medical Supply Co. bidcaghwaees 73 

Corlett-Turner Co. 5 Merrill Bros. Co., Inc. . 8 

H. S. Cover Co. ° Midwest Oxygen Ravignent Co. , 74 

M. E. Cunningham Co. Miller _ Equipment Co. ; . 106 

A. C. Davenport & Son, Inc. poate, ine. gee ag rd Union Wire Rope Corp. 25 

Detex Watchclock Corp. . : s reanicagge Sain F Re U. S. Envelope Co. . 48 

Dockson Corp. . ES Salt Co . ne Pe RS U. S. Safety Service Co. 

E. I. du Pont de Nemours & Co. ; ; %s “es Washi Pred c 90 

Kass Wile. Co. ...... oN Foam System, Inc. . ‘ ee “ane - nes oy ; 

Notifier Corp. x atchemoket ptica 0 

Eagle-Picher Co. sa a lade ed Wearproof Mat Co. 117 

Samuel Eastman Co., aes West Disinfecting Co. 19 

Exide Industrial Div., Electric Storage Onox, Inc. Wheeler Protection A LI 67 

. pparel, Inc. 7 

Battery Co. i weherewe }. Orthopedic Frame Co. ahd < Wilkins Co., Inc. 14 

Falcon Alarm Co., Inc. . Seed we Osborn Mfg. Corp. Williams Jewelry & Mfg. Co. 62 

Finnell System, Inc. 2 Oxy-Catalyst, Inc. tenes -- B Wirt & Knox Mfg. Co. 84 

Fostoria Pressed Steel =. “one ale G. H. Packwood Mfg. > re Witt Cornice Co. 56 

Frommelt Industries ‘ ; Pioneer Rubber Co. Pare Wyandotte Chemicals Corp. 33 


PREVENT BACK INJURY! For Special Fume Problems... 
SHOW THEM HOW 
TO LIFT THE RIGHT WAY 


“UETY? 





Safety Clothing & Equipment Co. 


Jackson Products Co. .. t Tey 13 
Jaxco, Inc. cals 5 120 


Tameo, Inc. 20 
Timmins Splint Co. 57 
Tokheim Corp. 58 
Torit Mfg. Co. . 106 
Training Aids Co. 
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A CATALYTIC EXHAUST PURIFIER 
THAT WORKS WITH LEADED GASOLINE 


When leaded gasoline* is used in 
Lifting heavy objects the wrong way fork lift trucks and other equipment, 
can cause hernias and severe back dangerous carbon monoxide, hydro- 
injuries. "Lifty,” the animated train- carbons, exhaust fumes and odors 
ing tool that really puts a point can now be safely controlled with the 
across, dramatically shows your work- new Oxy-Muffler, another member of 
INSULEATHER mitt ers just how such injuries are caused the famous Oxy-Catalyst family of 
# © * | by incorrect lifting . . . and shows catalytic exhaust purifiers. 
Astounding new special formula them how to lift the rig ht way, with The Oxy-Muffler will give hundreds 
INSULEATHER mitt permits handling the legs instead of the back. of hours of trouble-free service. If 


of cherry red metal . . . Yet remains you have a fume problem with leaded 
pliable, unaffected by heat. Outwears 


, N : 24" high, sturdy wooden construction. gasoline, write for details on the new 
many pairs of asbestos mitts while a del rd og i aa ste Oxy-Muffler now. 
providing more comfort and safety. ° S$ availa 1 ciear acqu r 


Write today for free litera in 3 colors. *Where nonleaded gasoline or LP-gas can be used, 
prices. ¥ ¢ e literature end the OCM Catalytic Exhaust Purifier is recommended. 


TRAINING AIDS my} OXY- CATALYST, INC. 
MTT 235 troquois Road way 8 Pa, UA 
Sturtevant, Wis. Hillside, Illinois elimination, vs pole waren a come heat recovery 
Circle No. 131 on reader service card 


Circle No. 133 on reader service card Circle No. 132 on reader service card 
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This is M-40, the newest Bausch & Lomb contribu- 
tion to the safety, comfort and visual welfare of 
your workers. M-40 is corrosion-resistant, with all 
structural parts of nickel silver. You can adapt 
M-40 to meet many types of eye hazards by use of 
exclusive Bausch & Lomb*Redy-Fit side shields. 


Now there’s a whole Bausch & Lomb family 
of PROTECTION-PLUS Safety Eyewear 


Whatever your choice—all-metal, 
all-acetate, or combination metal- 
acetate—Bausch & Lomb PROTEC- 
TION-PLUS safety glasses bring 
new economies while providing 
better protection and greater visual 
efficiency. A phone call to 
the Bausch & Lomb 
supplier in your area 
is the quickest way to 
see samples, or write 
to: Bausch & Lomb 
Optical Co., 90418 
Smith St., Rochester 

2, New York. 


NUW...you can 
have the 


NEW LOUK in 
ALL-METAL 


Salety Glasses 
00) 


New S-7 Bal-SAFE lens shape... 
for wider field of vision, better 
eye coverage, smarter appearance 


BAUSCH 6 LOMB 


Circle No. 2 on reader service card for more information 





SHPOSOHSSSSSSHSSSSSSSSSECSSESESESSSEESSESES 


DO YOU KNOW WHY 


OUR READERS GET THIS 


MAGAZINE WITHOUT CHARGE? 


OCCUPATIONAL HAZARDS readers—more than 22,000- 
are carefully selected, “hand-picked” by progressive safety 
equipment distributors, because they are 100% interested in 


industrial safety. 


OCCUPATIONAL HAZARDS is sent only to qualified readers. 
OCCUPATIONAL HAZARDS goes to users whose specifying 
and/or buying responsibilities are guaranteed by local safety 


equipment distributors. 


Your local safety equipment distributor, who knows your in- 
terest in industrial safety, who knows best your buying habits, 
who knows most what you like to read — pays us for your 


subscription to OCCUPATIONAL HAZARDS. 


That’s Franchise Circulation . 


that’s why THE READERS get this magazine without charge. 


OCCUPATIONAL HAZARDS 


812 Huron Rd. Cleveland 15, Ohio 








